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This section indexes the manufacturers appearing in HPAC Info-dex 5. It 


provides their names, addresses, and phone numbers; key sales, 
production, and engineering personnel; page numbers of their product 
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together with phone numbers. 
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ACME ENGINEERING AND MFG. CORP. 

P.O. Box 978 

Muskogee, OK 74402 

918-682-7791 

Sales: Albert Neroni, Vice President, 
Marketing 

Engineering: Bob Zaleski, Vice President, 
Engineering 

Production: Morris Caves, Vice President, 
Plant Operations 
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ADVANCED THERMAL SYSTEMS, INC. 

15 Enterprise Dr. 

Lancaster, NY 14086 

716-681-1800 

Sales: Martin J. Hannah 

Engineering: Eugene W. Miliczky, Vice 
President, Engineering 

Production: Clifford F. Bea, Vice President, 
Mariufacturing 

Sales offices 

AZ, Phoenix—602-258-1545 

AR, North Little Rock—501-758-7148 

CA, North Hollywood—213-877-2631 

CA, San Rafael—415-234-3500 

CO, Denver—303-355-2289 

GA, Atianta—404-252-8339 

HI, Honolulu—808-395-1432 

1A, Davenport—319-391-6200 

1A, Des Moines—515-274-9191 

1A, Dubuque—319-583-5411 

IL, Westmont—312-920-1717 

IN, Indianapolis—317-787-0858 

LA, Baton Rouge—504-292-0350 

LA, New Orleans—504-733-3366 

LA, Shreveport—318-222-9251 

MD, Davidsonville—301-675-4717 

MA, Woliaston—617-471-7300 

MI, Birmingham—313-644-5166 

Mi, Grand Rapids—616-459-1156 

Mi, Kalamazoo—616-343-2567 

Mi, Warren—313-573-8290 

MN, Minneapolis—612-926-7679 

MN, Minneapolis—612-888-2471 

MS, Jackson—601-362-0315 


MO, Kansas City—816-931-2601 
MO, Kirkwood—314-821-1211 
MT, Butte—406-782-6366 

NE, Omaha—402-344-4311 

NJ, Collingswood—609-854-3490 
NJ, Edison—201-549-5555 

NM, Albuquerque—505-247-2428 
NY, Baldwinsville—315-638-1181 
NY, Deimar—518-439-9322 

NY, New York—212-563-6756 

NY, Rochester—716-461-9520 
NY, Rochester—716-247-7866 
OH, Cincinnati—513-793-3970 
OH, Cleveland—216-871-0600 
OK, Tulsa—918-252-7660 

OR, Portland—503-288-6543 

SC, Greenville—803-271-7213/7320 
TN, Memphis—901-327-8261 

TX, Beaumont—409-833-6481 
TX, Cedar Park—512-258-8128 
TX, Dallas-—-214-340-1464 

TX, Houston—713-923-2101 

TX, San Antonio—512-736-2201 
UT, Salt Lake City—801-322-2537 
VA, Richmond—804-359-5703 
WA, Seattle—206-789-1600 

WI, Brookfield—414-781-2810 
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AEROVENT INC. 

1 Aerovent Dr. 

Piqua, OH 45356 

513-773-4611 

Sales: Dick Sword, Senior Vice President, 
Marketing 

Engineering: Wally Schumacher, Chief 
Engineer 

Production: Bill Posey, Vice President, 
Manufacturing 

Sales offices 

AL, Birmingham—205-822-7824 

AK, Anchorage—907-276-4050 

AZ, Phoenix—602-279-6237 

AR, North Little Rock—501-753-5600 

CA, Alhambra—818-289-4651 

CA, Los Angeles—213-479-3911 

CA, Sacramento—916-381-2552 

CA, San Rafael—415-472-0522 
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CO, Denver—303-986-2100 

CT, Hamden—203-776-3290 

CT, West Hartford—203-233-7470 
DE, Wilmington—302-478-0402 
FL, Hollywood—305-763-4700 
FL, Jacksonville—904-262-7898 
FL, Largo—813-584-7160 

FL, West Palm Beach—305-478-0400 
GA, Atlanta—404-355-8200 

HI, Honolulu—808-531-7222 

ID, Boise—208-343-7921 

IL, Bloomington—309-663-6553 
IL, Hillside —312-449-6000 

IL, Moline —309-762-1537 

IL, Rockford—815-962-6046 

IN, Indianapolis—317-872-0026 
IN, Zionsville—317-872-0339 

1A, Des Moines—515-280-1255 
KS, Shawnee Mission—913-432-4840 
KY, Louisville—502-244-1500 

LA, Baton Rouge—504-272-2211 
LA, New Orleans—504-522-6354 
LA, Shreveport—318-687-5209 
ME, South Portland—207-767-5901 
MD, Gaithersburg—301-948-2723 
MD, Towson—301-494-4451 

MA, Wakefield—617-245-8510/8511 
Mi, Berkley —313-588-7110 

Mi, Clawson—313-588-7119 

Mi, Grand Rapids—616-459-1156 
MI, lron Mountain—906-774-6543 
MI, Kalamazoo—616-343-2567 
Mi, Lansing—517-323-2930 

Mi, Lansing—517-321-4725 

MN, Minneapolis—612-588-0823 
MO, St. Louis—314-842-5232 

MT, Billings —406-248-8373 

MT, Great Falls—406-727-5335 
MT, Missoula—406-549-6113 

NE, Omaha—402-333-5990 

NJ, Haddonfield—609-795-5510 
NJ, Old Bridge—201-679-5000 
NY, Albany—518-463-8795 

NY, Buffalo—716-633-2994 

NY, Rochester—716-244-6302 
NY, Smithtown—516-361-9399 
NY, Syracuse—315-476-8321 

NC, Charlotte—704-375-4464 
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NC, Greensboro—919-854-2199 
NC, Raleigh—919-834-9230 

ND, Fargo—701-282-9500 

OH, Cincinnati—513-793-3241 
OH, Columbus—614-486-5961 
OH, Euclid—216-731-7117 

OH, Euclid—216-261-0658 

OH, Piqua—513-773-3940 

OH, Toledo—4* 9-382-3713 

OK, Tulsa—918-587-0700 

OR, Portland—503-224-5213 
PA, Du Bois—814-371-2566 

PA, Erie—814-899-6049 

PA, Kingston—717-288-7496 
PA, Lancaster—717-393-2022 
PA, Philadelphia—215-233-5533 
PA, Pittsburgh—412-561-8100 
or 412-831-9424 

PA, Saegertown—814-763-3110 
SC, Greenville—803-233-47 

TN, Chattanooga—615-821-1309 
TN, Memphis—901-682-0771 
TN, Nashville—615-297-0332 
TX, Dallas—214-747-7596 

TX, Houston—713-526-2727 

UT, Salt Lake City—801-268-3523/3524 
VA, Richmond—804-288-4131 
VA, Roanoke—703-774-4079 
VA, Virginia Beach—804-497-6286 
WA, Seattle-—206-367-0400 

WA, Spokane—509-325-2584 
WI, Milwaukee—414-961-1098 
ON, Rexdale—416-745-0311 
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AIR-CONDITIONING AND 
REFRIGERATION INSTITUTE 

1501 Wilson Bivd. 

Arlington, VA 22209 

703-524-8800 

Engineering: Herb Phillips, Director of 
Engineering 

Production: Marvin W. Heininger, Director 
of Communication and Public Relations 
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AIR KONTROL INC. 

221 Pearson St. 

Datesville, MS 38606 

800-647-6192 

Sales: Joe D. Reed, President 

Engineering: Michael Vernon, Industrial 
Sales Engineer 

Production: Ronnie Everett, Plant Manager 
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AMERICAN AIR FILTER 

215 Central Ave. 

P.O. Box 35530 

Louisville, KY 40232 
502-637-0348 

Sales: Geraid E. Smith 

Sales offices 

AL, Leeds—205-991-3600 

AL, Mobile—205-342-7279 

AZ, Phoenix —602-224-0246 
AR, Little Rock—501-224-6334 
CA, Fresno—209-291-7743 
CA, Los Angeles—213-776-3811 


FL, Jacksonville—904-731-7474 
FL, Largo—813-584-7169 


FL, West Palm Beach—305-478-0400 


GA, Atlanta—404-448-3421 

HI, Honolulu—808-836-1744 

ID, Boise—208-336-1919 

IL, Chicago—312-486-8010 

IL, Moline—309-797-2898 

IL, Peoria—309-691-2311 

IN, Goshen—219-533-6846 

IN, Indianapolis—317-872-3393 
IN, South Bend—219-233-1149 
1A, Des Moines—515-282-6504 
or 515-244-2700 

KY, Louisville—502-233-1149 
LA, Metairie—504-455-0300 

ME, Gorham—207-839-3323 
MD, Kensington—301-493-8200 
MD, Towson—301-825-4701 

MA, Waltham—617-890-7220 

Mi, Grand Rapids—616-245-8000 
Mi, Kalamazoo—616-381-7370 
Mi, Southfield —313-557-3040 
MN, Minneapolis—612-331-3088 
MS, Jackson—601-956-1221 
MO, Kansas City—816-931-2614 
MO, St. Louis—314-821-2535 
MT, Billings —406-248-8373 

MT, Great Falis—406-727-5335 
MT, Missoula—406-549-6113 
NV, Las Vegas—702-873-4400 
NJ, East Orange—201-678-6550 
NM, Albuquerque—505-345-9045 
NY, Hempstead—516-538-1800 
NY, Kirkville—315-656-3884 

NY, Orchard Park—716-662-9831 
NY, Rochester—7 16-33 -1642 
NY, Waterford—518-235-2010 
NC, Charlotte—704-335-1642 
NC, Greensboro—919-275-8013 
OH, Cincinnati—5 113-825-9292 
OH, Cleveland—216-651-5022 
OH, Toledo—419-865-0261 

OK, Oklahoma City—405-848-1807 
OK, Tulsa—918-627-6356 

OR, Portland—503-228-7296 

PA, Harrisburg—717-545-6000 
PA, King of Prussia—215-337-0880 
PA, Pittsburgh—412-963-0660 
SC, Columbia—803-254-7273 
SC, Greenville—803-232-8294 
SD, Sioux Falls —605-334-2164 
TN, Knoxville—615-584-1517 
TN, Memphis—901-682-5689 
TN, Nashville—615-297-3250 
TX, Dalias—214-350-6871 

TX, El Paso—915-593-1207 

TX, Ft. Worth—817-332-7906 

TX, Houston—713-783-1250 

TX, Odessa—915-366-2700 

TX, San Antonio—512-824-7116 


UT, Salt Lake City—801-322-2537 
VA, Richmond—804-358-9143 
VA, Roanoke—703-981-1846 

WA, Redmond—206-881-1128 
WA, Spokane—509-325-2584 
WV, Albans—304-755-0781 

WI, Brookfield—414-781-1133 


NF, St. John’s —709-753-7344 
ON, London—519-673-0300 

ON, Thunder Bay—807-344-6657 
ON, Toronto—416-745-7105 

PQ, Montreal—514-748-6931 

PQ, Quebec—418-651-3776 
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AMERICAN GAS ASSOCIATION 

1515 Wilson Bivd. 

Arlington, VA 22209 

703-841-8400 

Sales: Kenneth T. Cuccinelli, Vice 
President, Marketing Services 

Page 199, 241, 393, 404 


AMERICAN STABILIS INC. 

P.O. Box 1289 

Lexington St. 

Lewiston, ME 04240 

207-784-9389 

Sales: Kenneth M. Lucier, Vice President, 
Controls Div. 

Engineering: Dan.Libby, Product Manager 

Sales offices 

CA, Menlo Park—213-437-2847 

CO, Englewood—303-761-6980 

CT, Winchester Center—203-379-3094 

FL, Tampa—813-961-1320 

GA, Tucker —404-938-1857 

IL, Forest Park—312-771-7800 

IN, Iindianapolis—317-846-4523 

MA, Dracut—617-957-5475 

Mi, Jackson—517-782-2061 

MN, Edina—612-933-7768 

MT, Billings —406-656-1913 

NE, Blair—402-426-4900 

NM, Rio Rancho—505-892-7383 

NY, Lynnbrook—516-887-7979 

NY, Syracuse—315-638-2516 

OH, Lowellville—216-536-6809 

PA, Levittown—215-946-5184 

TX, Arlington—817-265-4891 

WA, Van Couver—206-574-1495 
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AMERICAN STEAM CONTROL CO. 
200 5th Ave. 

New York, NY 10010 
212-807-8900 

Sales offices 

AL, Birmingham—205-942-2002 
CO, Denver —303-458-7067 

GA, Atlanta—404-257-0531 

IL, La Grange—312-354-6222 
KS, Shawnee—913-497-0387 
MA, Randolph—617-963-8910 
MO, Brentwood—314-961-1170 
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NY, DeWitt—315-472-8815 

NY, Tonawanda—716-832-7616 
OH, Eastlake—216-951-3444 
PA, Pittsburgh—412-561-3999 
TN, Nashville—615-373-1666 
VA, Roanoke—703-774-4727 
WA, Seattle—206-723-3900 
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ARMSTRONG-HUNT, INC. 

1 Armstrong Rd. 

Milton, FL 32570 

904-626-0051 

Engineering: Mark D. Driscoll, Senior 
Design Engineer 

Production: David A. Boykin, 
Plant Manager 

Sales offices 

AL, Birmingham—205-592-8957 

AZ, Phoenix —602-253-1719 

AR, Little Rock—501-758-7148 

CA, Berkeley—415-527-6728 

CA, Cerritos—213-926-6682 

CO, Arvada—303-420-0821 

FL, Orlando—305-896-6831 

GA, Atlanta—404-446-0209 

HI, Honolulu—808-839-7731 

IL, Alsip—312-568-1600 

IL, Moline—309-797-4178 

IN, Indianapolis—317-255-6644 

1A, Des Moines—515-223-6091 

KY, Louisville—502-582-2466 

LA, New Orleans—504-523-3627 

MD, Baltimore—301-686-8700 

MA, North Randoilph—617-963-8910 

MI, Flint-—313-744-2020 

Mi, Grandville—616-532-8816 

MI, Plainwell—616-342-0150 

MI, Sterling Heights—313-978-8434 

MN, Minneapolis—612-559-0306 

MO, Kansas City—816-931-2601 

MO, St. Louis—314-781-6400 

MT, Billings—406-248-1570 

MT, Missoula—406-721-9466 

NE, Omaha—402-391-3944 

NJ, Parsippany—201-227-5200 

NY, Albany—518-459-7900 

NY, Buffalo—716-834-2525 

NY, New York City—212-772-0066 

NY, Rochester—716-381-1155 

NY, Syracuse—315-479-7979 

NC, Charlotte—704-525-2560 

NC, Greensboro—919-275-2248 

NC, New Bern—919-249-0562 

ND, Bismarck—701-258-1216 

OH, Gahanna—614-471-6069 

OH, Hamilton—513-874-8444 

OH, Toledo—419-829-6426 

OH, Warrensville Heights —216-831-5780 

OK, Tulsa—918-663-8683 

OR, Portland—503-288-6543 

PA, Drexel Hill—215-622-5050 

PA, Lawrence—412-563-3034/5 

or 412-746-2660/1 

SC, Columbia—803-736-2887 

SC, Greenville—803-244-0911 

TN, Knoxville—615-525-0363 

TN, Memphis—901-327-8261 


TX, Dallas—214-620-7655 

TX, Houston—713-690-4275 

TX, New Braunfels—512-625-0398 

UT, Salt Lake City—801-262-4477 

VA, Manassas—/703-631-0021 

VA, Richmond—804-359-3267 

VA, Roanoke—703-774-2554 

WA, Seattle—206-283-5716 

WV, S. Charleston—304-768-7313 

WI, Milwaukee—4 1 4-964-8230 

AB, Calgary—403-252-9941 ‘ 
Edmonton—403-423-4488 


ON, Sarnia—519-336-9060 
ON, Toronto—416-239-2315 
PQ, Montreal—514-273-8321 
PQ, Ste. Foy —418-687-2806 
SK, Saskatoon—306-244-2440 
Page 377 


AUTOMATIC SWITCH CO. 

50-60 Hanover Rd. 

Florham Park, NJ 07932 

201-966-2000 

Sales: F. Richard B. Matthews, Director, 
Valve Sales 

Engineering: David J. Volimer, Chief 
Engineer/Valve Dept. 

Production: Bernard Staron, Plant 
Superintendent 

Sales offices 

AL, Birmingham—205-979-5262 

AZ, Phoenix—602-943-0840 

CA, City of Industry —213-695-0661 

CA, Orange County—714-522-4160 

CA, San Mateo—415-574-2726 

CO, Englewood—303-779-6990 

FL, Tampa—813-872-2723 

GA, Atlanta—404-998-9933 

HI, Honolulu—808-845-7471 

IL, Elk Grove—312-640-3450/3466 

IL, Rock Island—319-324-3022 

IN, Indianapolis—317-293-5704 

LA, Jefferson—504-834-3584 

MD, Baltimore—301-247-4400 

MA, Newton—617-527-8230 

Mi, Kalamazoo—616-381-6282 

Mi, Southfield —313-569-2620 

MN, Minneapolis—612-925-5520 

MO, Kansas City—816-356-1888 

MO, St. Louis—314-962-6323 

NE, Omaha—402-397-4355 

NJ, Cherry Hill— 201-966-2420 

or 201-966-2431 

NJ, Totowa—201-785-9450 

or 201-966-2456 

NY, North Syracuse—315-458-3383 

NC, Charlotte—704-525-8491 

NC, Greensboro—919-378-1738 

OH, Cincinnati—5 113-984-2726 

OH, Cleveland—216-229-4700 

OH, Worthington—614-885-3933 

OK, Oklahoma City—405-848-0180 

OK, Tulsa—918-585-5703 
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PA, Philadelphia—215-627-6144 
PA, Pittsburgh—412-241-5660 
TX, Daltas—214-699-1781 


UT, Salt Lake City—801-487-7741 
VA, Falls Church—703-237-0700 


WA, Vancouver—206-254-1715 
WI, Mitwaukee—414-962-2294 
or 414-963-0808 

AB, Calgary 

AB, Edmonton 

BC, 

NS, Dartmouth 

ON, Brantford 

ON, Mississauga 

PQ, Montreal 
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BACHARACH, INC., DIV. OF UNITED 
TECHNOLOGIES 

625 Alpha Drive 

Pittsburgh, PA 15238 

412-963-2000 

Sales: R. L. Salicce, Marketing Manager 

Engineering: A. Y. Anouchi, Director of 
Engineering 


Sales offices 

CA, Santa Ana—714-545-7226 
NJ, Pennsauken—609-665-6176 
TX, Houston—713-683-8141 
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BALDOR ELECTRIC CO. 

5711 South 7th 

P.O. Box 2400 

Fort Smith, AR 72902 

501-646-4711 

Sales: Bob Bender, Vice President, Sales 

Engineering: Al Mochau, Vice President, 
Design Engineers and Information 
Services 


Production: Tim Baumann, Plant Manager 
Sales offices 

CA, City of Commerce—213-724-6771 
CA, Oakland—415-465-1111 

CO, Denver—303-623-0127 

CT, Wailingford—203-269-1354 

FL, Tampa—813-248-5078 

GA, Tucker—404-934-1122 

IL, Addison—312-626-7030 

IN, Indianapolis—317-634-9034 

1A, Des Moines-—515-244-9996 

MD, Baltimore—301-342-4700 

MI, Highland Park—313-883-5700 
MN, Plymouth—612-559-2345 

MO, Chesterfield —314-532-0880 

MO, N. Kansas City—816-471-2919 
NJ, Collingswood—609-854-5533 

NY, Auburn—315-253-7396 

NC, Greensboro—919-272-6104 

OH, Cincinnati—513-554-1065 
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PQ, Montrea!—514-933-2711 
Cover 3 


BALTIMORE AIRCOIL CO. 

P.O. Box 7322 

Baltimore, MD 21227 
301-799-6200 

Sales: John Craig, Sales Manager 
Cover 4 


BARBER-COLMAN CORP., 
ENVIRONMENTAL CONTROL DIV. 

1354 Clifford Ave. 

Loves Park, iL 61132 

Sales offices 

AL, Birmingham 

AK, Anchorage—907-561-3044 

AZ, Phoenix—602-267-8300 

AR, Little Rock—501-375-1181 

CA, Broderick —916-372-8800 

CA, Fresno—209-486-3300 

CA, Lompoc—805-735-1900 

CA, San Diego—619-578-7570 

CA, South San Francisco—415-761-5123 

CA, Anaheim—714-978-6866 

CO, Denver—303-777-2056 

CT, New Haven 

FL, Jacksonville—904-721-3711 

FL, Miami—305-444-6253 

FL, Orlando—305-859-6802 

FL, Tampa—813-689-8866 

GA, Albany—912-436-4201/4381 

GA, Atlanta—404-452-7684 

Hi, Honolulu—808-841-7333 

IL, Lincolinwood—312-274-9705 

IL, Niles —312-692-5535 

IL, Peoria—309-688-7411 

IL, Rockford —815-968-2402 

IL, Rock Island—309-786-3354 

IL, Springfield—217-528-0406 

IN, Ft. Wayne —219-484-9502 

IN, Gary—219-980-0695 

IN, Indianapolis—317-872-4242 

IN, South Bend—219-232-6908 

1A, Des Moines—515-266-2196 

KS, Lenexa—913-492-9600 

KS, Overland Park —913-888-2999 

KS, Wichita—316-263-7191 

KY, Jeffersontown—502-267-5003 

LA, Covington—504-893-0170 

LA, Shreveport —318-869-1665 

ME, Portland—207-774-1531 

MD, Baltimore—301-889-2070 

MD, Silver Springs—301-588-4000 

MA, Canton—617-828-6770 

MA, West Springfield —413-781-5402 

Mi, Hemiock—517-642-8648 

Mi, Hudsonville—616-457-3320 

Mi, Kalamazoo—616-344-9646 

Mi, Southfield —313-358-5715 


MN, Duluth—218-727-1767 
ny Minneapolis—612-559-3820 
Jackson—601-939-0732 
1 St. Louis—314-781-9000 
MT, Billings 406-248-7496 
MT, Butte—406-723-8232 
or 406-723-8233 

NE, Omaha—402-331-2225 
NV, Sparks—702-359-9825 
NH, Milford —603-673-1135 
NJ, Springfield—201-376-9440 
NM, Albuquerque—505-881-7070 
NY, Bronx—212-884-6000 
NY, East Syracuse—315-463-8617 
NY, Henrietta—716-334-0870 
NY, Schenectady—518-346-1237 
NY, Tonawanda—716-693-7220 
NC, Charlotte—704-372-4642 
~ Greensboro—919-273-9465 

NC, Raleigh—919-787-6581 
OH, Cleveland—216-391-7263 
OH, Columbus—614-486-2477 
OH, Fairfield —513-874-6733 
OH, North Canton—216-499-8174 
OH, Toledo—419-476-6661 
OK, Oklahoma City—405-948-1794 
OK, Tulsa—918-836-0893 
OR, Portland—503-231-0421 
PA, Harrisburg—717-233-5442/5443 
PA, Johnstown—814-266-1164 
PA, Pittsburgh—412-884-0200 
PA, Pittston—717-655-2944 
PA, Trevose—215-322-8400 
Ri, Warwick —401-738-5858 
SC, Columbia—803-799-7430 
SC, Greenville—803-288-7746 
SD, Sioux Falls—605-334-2164 
TN, Chattanooga—615-267-7242 
TN, Johnson City—615-926-6235 
TN, Knoxvilie—615-694-0342 
TN, Memphis—901-274-6000 
TN, Nashville—615-385-1690 
TX, Austin —512-836-9130 
TX, Dallas—214-960-6866 
TX, Dallas—214-241-1861 
TX, El Paso—915-545-2256 
TX, Houston—713-784-4373 
TX, Lubbock—806-747-2927 
TX, San Antonio—512-824-7683 
UT, Salt Lake City—801-486-0165 
VA, Ashland—804-798-9056 
WA, Seattle—206-328-1730 
WA, Spokane—509-922-9061 
WV, Huntington—304-736-8951 
WI, LaCrosse—608-788-8430 
WI, Madison—608-222-6502 
WI, Milwaukee—-414-464-5900 
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BARNES & JONES INC. 

34 Crafts St. 

P.O. Box 155 

Newtonville, MA 02160 

617-332-7100 

Sales: Joseph Hunn, Assistant Sales 
Manager 

Sales offices 
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AL, Birmingham—205-323-1700 
CA, Los Angeles—213-221-2186 
CA, San Francisco—415-824-1050 
CT, Rocky Hill—203-563-0800 
GA, Atlanta—404-633-2507 
IL, Palos Park—312-448-6459 
IN, indianapolis—317-849-5757 
1A, Davenport—319-285-8388 
1A, Des Moines—515-276-4935 
LA, Shreveport—318-222-9251 
MD, Miliersville—301-987-1425 
MA, Norwood—617-762-9000 
Mi, Detroit—313-882-9565 
MN, Eden Prairie —612-944-8730 
MS, Jackson—601-939-7077 
MO, Kansas City—816-356-5100 
NE, Omaha—402-556-9700 
NJ, Mountainside—201-654-5110 
NM, Albuquerque—505-243-2219 
NY, Buffalo—716-873-9980 
NY, Hicksville—212-895-0401 

or 516-938-2600 
NY, Syracuse—315-475-5129 
NC, Greensboro—919-294-3838 
OH, Chagrin Falis—216-247-2505 
PA, Murrysville—412-327-1720 
PA, Philadelphia—215-229-7400 
TN, Memphis—901-382-3416 
TN, Nashville—615-297-0332 
TX, Amarillo—806-373-4751 
TX, Dallas—214-331-6511 
TX, El Paso—915-533-1231 
TX, Lubbock—806-744-2376 
TX, San Antonio—512-341-2207 
UT, Salt Lake City—801-487-5709 
VA, Mechanicsville—804-730-1310 
WA, Seattle—206-767-7140 
WV, Nitro—304-755-0134 
WI, Waukesha—414-547-1789 
AB, Calgary —403-255-0186 
AB, Edmonton—403-483-3137 
BC, Vancouver—604-872-2622 
MB, Winnipeg—204-772-2584 
NB, St. John —506-652-5310 
ON, Toronto—416-691-3977 
SK, Regina—306-352-3131 
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B-LINE SYSTEMS, INC. 

509 W. Monroe St. 

Highland, IL 62249 

618-654-2184 

Sales: Ron Dimig, inside Sales Manager, 
Mechanical Div. 

Engineering: Leonard Leo, Product 
Engineer 

Production: Gerald Robertso’ General 
Manager 

Sales offices 

GA, Norcross—404-447-9303 

IL, Franklin Park —312-455-3615 

TX, Dallas—214-634-8825 

Page 207 

BRADLEY CORP. 


W. 142 N.9101 
Fountain Bivd. 
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P.O. Box 309 

Menomonee Falls, Wi 53051 
414-251-6000 

Sales: William G. Ganser, Vice President, 


Sales 
Engineering: Thomas E. Pelt, Director, 
Product 


Engineering 
Production: Kiaus Fromme, Director, 
Manufacturing 
Sales offices 
AL, Birmingham—205-87 1-6025 
AZ, Tempe—602-968-8586 
AR, Little Rock —501-227-4465 
CA, Los — 213-726-0591 
CA, Los Angeles—213-721-4211 
CA, Novato—415-382-8185 
CO, Denver—303-825-3289 
CT, Simsbury—203-651-3517 
FL, Fern Park—305-830-1105 
FL, Miami—305-486-7023 
FL, Miami—305-940-3824 
FL, Tampa—813-685-4655 
FL, West Paim Beach—305-585-3606 
GA, Atlanta—404-662-0755 
Hi, Honolulu—808-841-3683 
IL, Des Plaines—312-298-1720 
IL, Moline—309-797-4440 
IL, Peoria Heights—309-688-2448 
IL, Rockford—815-963-3335 
IN, Indianapolis—317-849-5757 
1A, Ames—515-232-3338 
KS, Overland Park—913-262-3090 
KY, Covi 91-7930 
KY, Louisville—502-458-5256 
LA, New Orleans—504-899-3415 
MD, Linthicum Heights—301-636-5820 
or 301-261-1075 
MA, Acton—617-264-4778 
Mi, Grand Rapids—616-458-8814 
Mi, Livonia—313-471-7402 
MN, Minneapolis—612-933-8284 
MO, St. Louis—314-842-3500 
MT, Billings—406-252-9385 
NE, Omaha—402-344-4311 
NJ, Clifton —201-772-3500 
NJ, Hackensack—201-343-0600 
NM, Albuquerque—505-247-2428 
NY, Albany—513-463-6607 
NY, Buffaio—716-834-1445 
NY, Rochester—716-288-2080 
NY, Ronkonkoma—516-467-1900 
NC, Charlotte—704-525-3388 
OH, Cleveland—216-449-2477 
OH, Columbus—614-486-6786 
OH, Toledo—419-536-5151 
OK, Oklahoma City—405-232-2940 
OK, Tulsa—918-664-4800/4801 
OR, Portland—503-228-6255 
PA, Huntingdon Valley —215-947-8666 
PA, Verona—412-241-7770 
TN, Chattanooga—615-624-3359 
TN, Memphis—901-458-8249 
TN, Nashville—615-254-7732 
TX, Corpus Christi—512-884-1421 
TX, Dallas—214-241-1776 
TX, El Paso—915-533-4493 
TX, Houston—713-526-3671 


TX, Lubbock—806-747-2927 

TX, San Antonio—512-824-4481 
UT, Salt Lake City—801-355-6266 
VA, Richmond—804-266-4922 
WA, Seattle—206-282-3141 


WI, Milwaukee—414-771-0400 
ON, Mississauga—416-624-0200 
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BREDERO-PRICE INC. 

250 N. Belt East 

Houston, TX 77060 
713-999-2600 

Sales: Richard Sloan 

Sales Office 

PA, Fairless Hills—215-736-1111 
WA, Seattie—206-248-3020 
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BOHN HEAT TRANSFER, G + W MFG. CO. 

1625 E. Voorhees St. 

P.O. Box 791 

Danville, IL 61832 

217-446-3710 

Sales: David G. Peckham, National Sales 
Manager, Air Conditioning 

Engineering: Hong C. Kim, Div. Engineering 
M 


anager 

Production: Charlies R. Dawson, 

Manufacturing Manager 
Sales offices 
AL, Birmingham—205-822-1527 
AL, Daphne—205-626-5156 
AK, Anchorage—907-349-7653 
AZ, Phoenix—602-263-0508 
AR, Little Rock—501-666-5463 
CA, Carson—213-532-9674 
CA, Sacramento—916-485-9715 
CA, San Diego—619-276-1102 
CA, Union City—415-487-4964 
CO, Englewood—303-761-7493 
CT, Cheshire—203-27 1-3386 
FL, Brandon—813-685-0816 
FL, Hollywood—305-652-5174 
FL, Jacksonville—904-398-3495 
FL, Oriando—305-851-9310 
GA, Atlanta—404-394-6593 
HI, Honolulu—808-841-5006 
ID, Boise—208-377-2062 
IL, Lisle—312-960-2244 
IL, Peoria—309-691-2311 
IN, Indianapolis—317-545-7191 
IN, South Bend—219-291-7955 
1A, Des Moines—515-244-2700 
KS, Lenexa—913-492-9221 
KY, Louisville—502-968-0122 
LA, Metairie—504-837-4422 
MD, Baltimore—301-788-2400 
MD, Gaithersburg—301-948-0020 
MA, Scituate—617-383-6966 
Mi, Birmingham—313-646-6680 
Mi, Grand Rapids—616-453-7748 
MN, Hopkins—612-933-0888 
MS, Jackson—601-956-1221 
MO, St. Louis—314-962-8848 
MT, Great Falls—406-727-6575 
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NE, Omaha—402-333-5990 
NJ, Eimwood—201-797-1665 
NJ, Scotch Plains —201-322-1616 


NY, Amityvilie—516-691-4772 
NY, Hamburg—7 116-648-6321 
NY, New York—212-687-1932 
NY, Rochester—7 16-266-5500 
NC, Charlotte—704-377-6725 
NC, Greensboro—919-373-1281 
NC, Matthews—704-847-9838 
NC, Raleigh—919-821-1161 

OH, Cincinnati—513-874-3649 
OH, Cleveland—216-587-5569 
OH, Columbus—614-481-7511 
OH, Toledo—419-865-0261 

OK, Oklahoma City—405-840-9980 
PA, Bala Cynwyd—215-667-8920 
PA, Carnegie—412-429-8660 
PA, Easton—215-253-9677 

SC, Greenville—803-242-4375 
SD, Rapid City—605-343-6275 
TN, Jackson—901-668-0606 
TN, Knoxvilie—615-584-8668 
TN, Memphis—901-274-5135 
TN, Nashville—615-292-9966 
TX, Austin—512-444-1835 

TX, El Paso—915-544-8103 

TX, Houston—7 13-492-2210 
TX, Lubbock—806-745-3405 
TX, Plano—214-578-0776 

TX, San Antonio—512-828-5515 
UT, Salt Lake City—801-322-2537 
VA, Norfolk —804-423-8997 

VA, Richmond—804-320-2632 
VA, Roanoke—703-981-1846 
WA, Seattle—206-763-3838 

WA, Spokane—509-534-4448 
WV, Charleston—304-344-8094 
WI, Milwaukee—414-781-7938 
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BRYAN STEAM CORP. 

P.O. Box 27 

Peru, IN 46970 

317-473-6651 

Sales: Jesse McVay, Sales Manager 

Egineering: James V. Goins, Manager of 
Engi 

Production: A. J. Bishop, Plant Manager 

Sales offices 

AL, Leeds—205-991-3600 

AK, Anchorage—907-562-2608 

AZ, Scottsdale—602-945-1717 

AZ, Tucson—-602-299-8981 

AR, Little Rock—501-372-5667 

CA, Danville—415-820-7330 

CA, Los Angeles—213-663-3265 

CO, Lakewood—303-232-2664 

CT, Meriden—203-238-1935 

FL, Miami Beach—305-651-2175 

FL, Tampa—813-961-6260 

GA, Atianta—404-633-2507 

HI, Honolulu—808-537-9439 

IL, Chicago—312-283-7817 





IL, East Moline —309-796-2371 

IL, Peoria Heights —309-682-0700 
IL, Rockford—815-633-6555 

IN, Indianapolis —317-255-5416 
IN, South Bend—219-272-6938 
1A, Des Moines—515-288-5738 
1A, Sioux City—712-276-3588 

KS, Shawnee—913-268-5445 

KY, Taylorsville—502-589-4795 
LA, Jefferson—504-831-6656 

LA, Shreveport—318-865-2393 
MD, Annapolis Junction—301-792-4230 
MA, Natick—617-653-6422 

Mi, Grand Haven—616-842-6221 
Mi, Roseville—313-775-7500 

MN, Minneapolis—612-721-6237 
MS, Jackson—601-956-1221 

MO, Valley Park —314-225-7936 
NE, Omaha—402-344-4311 

NJ, Rochelle Park —201-843-1144 
NM, Albuquerque—505-243-2219 
NY, Depew—716-685-3040 

NY, Erieville—315-662-7545 

NY, iIthaca—607-272-3741 

NY, Oakfield—7 16-948-9004 

NC, Asheville—704-253-1856 

NC, Charlotte—704-333-8436 
NC, Greensboro—919-373-1281 
NC, Greensboro—919-199-3035 
NC, Raleigh—919-821-1161 

OH, Cleveland—216-449-3070 
OH, Columbus—614-481-8121 


PA, Allison Park —412-487-8484 
PA, Gibsonia—412-443-3167 

PA, Shillington—215-775-1505 
PA, Wayne—215-687-3900 

Ri, Warwick —401-884-9339 

SC, Greenville—803-242-4375 
TN, Chattanooga—615-265-8110 
™ 


TX, El Paso—915-533-1231 

TX, Houston—713-449-4366 

TX, Lubbock —806-744-2376 

TX, San Antonio—512-736-2201 
UT, Salt Lake City—801-486-0746 
VT, Burlington—802-658-1632 

VA, — 703-387-3135 
VA, Richmond—804-288-4 180 

VA, Roanoke— 703-366-6282 

VA, Virginia Beach—804-425-7600 
WA, Lynnwood—206-774-1441 

WI, Butler—414-781-5409 

AB, Caigary—403-250-9780 

AB, Edmonton—403-465-5451 
BC, Vancouver—604-253-4341 
MB, Winnipeg—204-452-6411 

NB, Moncton—506-382-1645 

ON, Downsview—416-635-7501 
PQ, Montreal—514-342-4331 
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CALMAC MFG. CORP. 

150 S. Van Nrunt St. 

Englewood, NJ 07631 

201-569-0420 

Sales: Roy A. Nathan, Director, 
M 


arketing 
Engineering: Mark M. MacCracken, Vice 
President, Engineering 
Production: William Panachyda, Plant 


Manager 
Page 317 
CERTAINTEED CORP. 
P.O. Box 860 
Valley Forge, PA 19482 
215-341-7000 
Sales: Jim Law, Vice President, Sales 
Sales offices 
CA, Chowchilla—209-665-1318 
GA, Atlanta—404-459-1172 
IL, Bensenville—312-921-6123 
KS, Overland Park—913-381-9010 
MD, Baltimore—301-247-2170 
NJ, Edison—201-225-1555 
TX, Houston—713-988-4411 
Page 200-201 


CHROMALOX 

4 Allegheny Center 

Pittsburgh, PA 15212 
412-323-3900 

Sales offices 

AL, Birmingham—205-879-4417 
AK, Anchorage—907-349-4527 
AZ, Scottsdale—602-483-2203 
AR, Little Rock—501-376-6626 
CA, Santa Clara—408-245-4121 
CA, Whittier —213-945-8303 

CO, Englewood—303-761-6202 
CT, Middietown—203-347-4655 
FL, Clearwater—813-461-7706 
GA, Atlanta—404-451-2747 

IL, Itasca—312-250-9300 

IN, Noblesville—317-849-9890 
1A, Davenport—319-326-5233 
LA, Baton Rouge—504-293-0520 
MD, Glen Burnie—301-768-4554 
MA, Wellesley Hills—617-235-8040 
Mi, Royal Oak —313-280-0000 
MN, Minneapolis—612-933-6631 
MS, Jackson—601-922-8487 
MO, Crestwood—314-968-3850 
MO, Kansas City—816-363-5300 
NE, Omaha—402-330-6700 

NJ, Clifton—201-773-8900 

NM, Albuquerque—505-883-8955 
NY, Albany—518-869-0130 

NY, Buffalo—716-886-4000 

NY, East Syracuse—315-437-1656 
NY, Rochester—716-271-1223 
NC, Matthews—704-847-4494 
OH, Cleveland—216-229-4700 
OH, Columbus—614-885-3933 
OH, Fairfield —513-874-6612 

OK, Tulsa—918-492-1606 

OR, Portland—503-246-3366 


PA, Paoli—215-647-7880 

PA, Pittsburgh—412-242-0400 
Ri, Providence—401-751-5508 
SC, Columbia—803-772-3142 
TN, Chattanooga—615-899-9664 
TN, Nashville—615-383-8188 

TX, Dallas—214-349-6000 

TX, Dallas—214-239-3041 

TX, Houston—713-874-0888 

TX, Houston—7 113-683-6826 

UT, Salt Lake City—801-521-2111 
VA, Richmond—804-266-9654 
VA, Roanoke—800-552-2056 

WA, Bellevue—206-885-0372,3 
WI, Milwaukee—414-671-6550 
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CLEAVER-BROOKS 

P.O. Box 421 

Milwaukee, WI 53201 

414-962-0100 

Sales: Steve Connor, General Sales 
Manager 

Engineering: Gene Tompkins, Engineering 
Manager 

Production: Paul Kohn, Plant Manager 

Sales offices 

AL, Birmingham—205-322-2522 

AZ, Phoenix—602-258-1545 

CA, Foster City—415-574-0110 

CA, Glendale—213-245-3119 

CO, Englewood—303-731 -1504 

CT, Bloomfield 

CT, Bridgeport—203-336-0010 

CT, Hartford—203-243-1491 

CT, Springfield —413-736-5353 

FL, Jacksonville—904-731-9111 

FL, Miami—305-751-4673 

FL, Tampa—813-623-3762 

HI, Honolulu—808-839-7731 

IL, Elk Grove Village —312-593-0010 

IN, Evansville—81 2-424-2584 

IN, Indianapolis—317-359-5491 

1A, Des Moines—515-279-3675/1560 

KS, Overland Park —913-649-0626 

LA, Kenner—504-464-0751 

LA, Shreveport—318-865-0208 

ME, South Portland—207-799-8533 

MD, Baltimore—301-539-0787 

MA, Randolph—617-963-6440 

Mi, Grand Rapids—616-245-9207 

Mi, Madison Heights—313-585-6670 

MN, Fergus Falls—218-736-3862 

MN, Minneapolis—612-881-6650 

MO, St. Louis—314-968-1177 

MT, Great Falls—406-727-5335 

NJ, Kenilworth—201-241-4400/4141 

NM, Albuquerque—505-345-4533 

NY, Buffalo—716-896-881 1/8814 

NY, E. Massapequa—516-264-0500 

NY, North Terrytown—212-931-2272 

NY, Rochester—716-473-7242 

NY, Syracuse—315-472-6311 

OH, Cincinnati—513-271-3915 

OH, Maumee—419-893-0284 

OH, Richfield—216-659-9295/657-2277 

OH, Worthington—614-846-5801 


Heating/Piping/Air Conditioning. . . HPAC Info-dex « June, 1985 





OK, Tulsa—918-627-2462 

OR, Lake Os' 503-635-9131 
PA, Pittsburgh—412-341-9181 

PA, West Conchohocken—215-825-3144 
SC, Orangeburg—803-534-2424 
TN, Memphis—901-327-8261 

TN, Nashville—615-297-3504/298-3539 
TX, Austin—512-444-1835 

TX, Dallas—214-352-7531 

TX, Houston—713-644-1484 

TX, Lubbock—806-744-2376 

UT, Salt Lake City—801-485-3523 
VA, Richmond—804-270-1281 

WA, Lynnwood—206-774-6602 
WV, St. Albans—304-755-0148 
WI, Milwaukee—414-228-7910 

AB, Caigary—403-255-0186 

BC, Vancouver—604-872-2622 
MB, Winnipeg—204-775-8455 

NB, Moncton—506-382-1645 

ON, Markham—416-499-4822 

ON, Ottawa—613-729-3161/3162 
ON, Waterlioo—519-884-0600 

PQ, Montreal West—514-484-3551 
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COIL CO., INC. 

125 S. Front St. 

Colwyn, PA 19023 

215-461-6100 

Sales: Thomas M. Maiocco, National Sales 
Manager 

Sales offices 

Midwest—215-461-6100 

New England—215-461-6100 

Pacific and Mountain—415-785-4312 

South—215-461-6100 
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CONBRACO INDUSTRIES INC. 
P.O. Box 247 
Matthew, NC 28106 
704-847-9191 
Sales: Harold G. Henry, 
National Sales Manager 
Engineering: Jerry D. Mullis, Chief 
Engineer 
Sales offices 
CA, Orange—714-639-4442 
CO, Denver—303-329-3821 
FL, Treasure Island—813-367-5508 
GA, Norcross—404-449-6875 
IL, Hinsdale—312-323-7780 
KS, Prairie Village —913-642-8983 
MA, Watertown—617-923-9500 
Mi, St. Clair Shores—313-774-7760 
MN, St. Paul—612-645-9121 
MO, St. Louis—314-645-2909 
NY, Buffalo—716-634-1368 
NY, Long Island City—718-937-8400 
NY, Staten Island—718-984-6237 
NC, Chariotte—704-523-0110 
OH, Canfield—216-533-2221 
OH, Cincinnati—5 113-489-2965 
PA, Bethel Park—412-813-3436 
PA, Newtown Square—215-353-2311 
TN, Memphis—901-362-3141 
TX, Fort Worth—817-589-7222 
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TX, Houston—713-452-7766 

UT, Salt Lake City—801-487-1355 
VA, Charlotiesville—804-973-2758 
WA, Seattle—206-624-3011 

WA, Vancouver—503-223-5129 
NS, Dartmouth—902-465-2505 
ON, Scarborough—416-293-8111 
ON, Willowdale—416-499-0222 
PQ, Montreal—514-332-9302 
Page 352 


CONTINENTAL AIR SYSTEMS 

301 E. Houston St. 

P.O. Box 1376 

Sherman, TX 75090 

214-892-9143 

Sales: Ron Lansing, Sales Manager 

Engineering: Robert Hostetler, Engineering 
Manager 

Production: Gene Cantrell, Production 
Manager 

Sales offices 

AZ, Phoenix—602-224-9526 

AR, Little Rock—501-562-6064 

CA, Leucadia—619-287-7786 

CA, Pasadena—213-681-2731 

CA, Sacramento—916-381-2552 

CA, Santa Ana—714-641-7580 

CA, Santa Barbara—805-964-8879 

CO, Littleton —303-798-9090 

FL, Jacksonville—904-396-0531 

FL, Orlando—305-774-2760 

FL, Orlando—305-896-3762 

GA, Atlanta—404-394-1666 

IL, Crystal Lake—815-459-7747 

IN, Indianapolis—317-872-0026 

KS, Shawnee Mission—913-888-1929 

KY, Louisville—502-896-4471 

LA, Sulphur—318-625-5551 

MA, W. Concord—617-263-4515 

Mi, Grand Rapids—616-942-9101 

MN, Minneapolis—612-920-6019 

MO, St. Louis—314-521-7552 

NJ, Clifton —201-471-1924 

NM, Albuquerque—505-296-3355 

NM, Las Cruces—505-522-2700 

NY, Syracuse—315-437-8354 

OK, Tulsa—918-747-8773 

TX, Arlington—817-265-2476 

TX, Hereford —806-364-5887 

TX, Houston—713-893-5247 

UT, Salt Lake City—801-487-7522 
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CONTINENTAL PRODUCTS, INC. 
P.O. Box 418165 

indianapolis, IN 46241 
317-241-4748 

Sales: Chan Madan 


Engineering: Roger Singh 
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COOLENHEAT, INC. 

1 Stercho Rd. 

P.O. Box 638 

Linden, NJ 07036 
201-925-4473 

Sales: J. W. Bossert, President 
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FL. Tampa—813-916-1577 

IL, Elk Grove—312-956-0432 

IL, Elk Grove—312-958-0850 

KS, Overland Park—913-341-6556 
KY, Louisville—502-893-7180 

LA, Baton Rouge—504-343-6616 
MD, Silver Spring—301-565-3366 
MA, Auburndale—617-696-0310 
Mi, Dearborn—313-565-2922 

NJ, Far Hilis—201-234-1940 

NY, New York—212-714-1980 
OH, Cleveland,—216-749-4080 
PA, Malvern—215-296-9630 

SC, Fort Mill—8".3-548-4800 
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CPR DIVISION, THE JPJOHN CO. 

555 Alaska Ave. 

Torrance, CA 90503 

213-320-3550 

Sales: Ernie Karwatt, Sales/Product 
Manager 


AR, Little Rock—501-375-1181 
CA, La Habra—213-694-8543 
CA, Los Altos—415-948-9694 
CA, Sacramento-—916-381-2552 
CO, Englewood—303-790-0888 
CT, Rocky Hill—203-563-0800 
FL, Jacksonville—904-389-1322 
FL, Orlando—305-841-4283 

FL, Tampa—813-875-7952 

GA, Tucker —404-939-9100 

IL, Chicago—312-777-4020 

IN, New Haven—219-493-4482 
IN, Nobelville—317-877-2030 

IN, South Bend—219-289-6336 
1A, Des Moines—-515-243-5144 
KS, Lenexa—913-492-8717 

KY, Louisville —502-267-9636 
LA, Baton Rouge—504-383-4459 
LA, Shreveport—318-869-1665 
MD, Gaithersburg—301-948-0550 
MA, Norwood—617-762-9000 
MI, Livonia—313-261-8070 

MN, Hopkins—800-328-4447 

MN, Minneapolis—612-374-3220 
MS, Jackson—601-982-8413 
MO, St. Louis—314-631-4400 
MT, Great Falls—406-453-2407 





_ Omaha—402-331-6161 
i la -947-6800 
NM, Albuquerque—505-247-2428 
NY, Buttalo—716-836-4500 
NY, Rochester—716-271-8130 


TN, Nashville—615-297-3240 

TX, Dallas—214-350-6871 

TX, Ft. Worth—817-332-7906 

TX, Houston—713-939-8437 

TX, Lubbock —806-763-5411 

TX, San Antonio—512-494-5508 
UT, Salt Lake City—801-486-0746 


WI, Appleton —414-739-6191 
WI, Madison—608-27 1-4600 
WI, Milwaukee—4 114-242-9086 
AB, Edmonton—403-420-0040 
ON, Toronto—416-231-9377 
PQ, Montreal—5 14-332-6960 
PQ, St. Laurent—514-332-3660 
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DUNHAM-BUSH INC. 
101 Burgess Rd. 
, VA 22801 
703-434-0711 
Sales: Kevin McClatchy, Vice President 


AL, Birmingham—205-942-4766 

AL, Birmingham—205-823-6960 

AZ, Phoenix 602-996-4880 

AZ, Phoenix —602-269-6123 

AR, Little Rock—501-562-2506 

CA, Garden Grove—213-598-9511 
or 714-897-1036 

CA, Los Angeles—213-776-3811 

CA, Mountain View—415-968-4710 

CA, Sacramento—916-453-0833 

CA, San Rafael—415-456-1727 

CA, Solana Beach—619-452-0531 

CA, South San Francisco—415-873-4353 

CO, Denver —303-922-8442 

CT, Bloomfield —203-243-1491 

CT, Hartford —203-249-0673 

CT, Milton—203-877-0095 

FL, Cape Coral—813-574-2493 

FL, Coral Gables—305-441-2023 

FL, Hollywood—305-652-5174 

FL, Jacksonville—904-398-3027 

FL, Orlando—305-67 1-3888 

FL, Tampa—813-626-8867 


1A, Des Moines—515-276-6741 

1A, Des Moines—51 

KS, Lenexa—913-492-8717 

KY, Louisville —502-636-3333 

LA, Harahan—504-737-7674 

LA, Shreveport—318-797-7205 

LA, Slidell 

ME, Lewiston—207-782-1523 

MO, Silver Spring—301-431-3900 

MD, Timonium—301-252-6410 
og tr i yo 

East Weymouth—617-337-8888 
17-472-9000 


MI, Farmington Hills—313-626-4376 
Mi, Grand Rapids—616-459-1156 


MN, Wayzata—612-473-0426 
MS, Guifport—601-864-2644 
MS, Vicksburg—601-638-2018 
MO, Chesterfield—314-532-7667 
MO, Earth City—314-739-6000 
MO, St. Louis—314-961-1170 
MT, Billings —406-248-8373 

MT, Great Falls—406-727-5335 
MT, Missoula—406-549-6113 
NE, Omaha—402-572-6969 


NY, Butfalo—716-897-5010 
NY, Halesite—516-351-1141 
NY, Hamburg—716-648-7159 
NY, Jamaica—7 18-657-3600 
NY, Kirkville—315-656-3884 
or 315-656-2814 
NY, Long Island City—212-392-6255 
NY, New York —-212-697-3860 
NY, Rochester—-716-436-1940 
NY, Suffern—914-354-3220 


NC, Wilmington —919-343-1257 
OH, Akron—216-745-9069 


PA, ‘Allentown—21 §-437-9751 

PA, Canonsburg—412-746-4600 

PA, Harrisburg—717-561-2424 
or 717-545-6000 

PA, Penndel—215-757-5382 

PA, Upper Darby—215-284-4300 

Ri, Pawtucket —401-722-3787 

SC, Mauldin—803-967-2442 

TN, Hendersonville—615-822-5817 

TN, Johnson City—615-282-1537 

TN, Knoxville—615-693-1991 

TN, Memphis—901-274-9011 

TX, Dallas—214-243-5941 


TX, Houston—713-448-7177 

TX, Lubbock—806-747-3343 

TX, San Antonio—512-349-8161 
TX, Spring—713-896-8049 

UT, Salt Lake City—801-486-0746 


WI, Brookfield—414-781-0041 
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AR. North Little Rock —501-834-1400 
CA, Huntington Beach—714-840-2300 
CA, Los Angeles—213-776-0967 

CA, Novato—415-892-1174 

CA, Sonoma—707-938-3000 
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KS, Basehor—913-724-1041 

LA, Metairie—504-455-2131 
MA, Natick —617-653-1067 

MN, Minneapolis—612-888-8622 
NY, Florida—212-697-0776 

NC, Charlotte—704-525-6587 
OH, Cincinnati—513474mn3620 
OH,Cieveland—216-696-1155 
OH, Columbus—614-861-1350 


PA, Huntingdon Valley—215-947-8666 
PA, Pittsburgh—412-325-1030 

PA, Pittsburgh—412-782-4740 

TX, Dalias—214-620-1961 


1501 Fairchild Drive 
Winston-Salem, NC 27105 
919-767-6010 


CA, Los Alamitos—213-430-1029 
CO, Denver—303-744-1311 
CT, Monroe—203-261-6711 


IN, Indianapolis—317-253-2097 
IN, South Bend—219-272-6585 
1A, Cedar Rapids—319-366-0455 
1A, Davenport—319-355-5305 
KS, Lenexa—913-888-6900 

KY, Louisville—502-635-2603 
LA, Baton Rouge—504-293-4891 


Mi, Royal Oak—313-280-1111 
MN, Eden Prairie—612-937-8705 
MO, St. Louis—314-781-6400 
MT 


NJ, Cedar Knolis—201-539-4410 
NJ, Rochelle Park—201-843-1144 
NM, Albuquerque—505-883-9050 
NY, Baidwinsville—315-638-0453 
NY, Batavia—716-344-0102 
NY, Lake Grove—516-467-2675 
NC, Charlotte— 704-376-8555 
NC, Charlotte—704-588-3040 
ND, Bismark—701-224-1156 
OH, Cincinnati—513-761-8855 
OH, Columbus—614-885-8540 
oe Dayton—513-228-7774 

OH, Twinsburg—216-425-7814 
OK, Oklahoma City—405-677-8773 
OK, Tulsa—918-743-1317 
OR, Newberg—503-538-0121 
PA, Media—215-566-7373 
PA, Pittsburgh—412-923-2090 
TN, Knoxville—615-584-0208 
TN, Knoxville—615-548-0208 
TN, Memphis—901-743-3402 
TX, Corpus Christi—512-884-3822 
TX, Corpus Christi—512-883-5469 
TX, Dallas—214-241-7893 
TX, Dallas—214-931-8868 


TX, Houston—713-943-9163 
TX, Kilgore —214-984-1571 
TX, Midland—915-563-0116 
TX, Nederland—713-727-2316 
TX, Odessa—915-332-9408 
TX, Port Arthur—713-724-6982 
VA, Richmond—804-288-1623 
= Seattle—206-634-1776 


wi Green Bay—414-336-3771 
WI, Merrill—414-739-6066 
WI, New Berlin—414-784-1700 


— 604-291-2361 
ON, Carunno—519-862-3735 
ON, Markham—416-294-9340 
PQ, Lachine—514-637-3715 
PQ, Montreal—514-527-1561 
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FARR CO. 

P.O. Box 92187 

Los Angeles, CA 90009 

213-772-5221 

Sales: Roberta Hull, Product Coordinator 
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FRIEDRICH CLIMATE MASTER, INC. 

2007 Pi. 

Utica, NY 13501 

315-724-7111 

Sales: Harold Broadhurst, Contract 
Administrator 

Production: Don Gossin, Supervisor, Order 
Entry 

Sales offices 

AL, Birmingham—205-251-6197 

AZ, Phoenix—602-944-5466 

AR, Littie Rock —501-562-3144 


CA, Millbrae—415-692-2424 
CA, Santa Monica—213-452-0630 


IL, Northbrook—312-564-5930 
IN, Indianapolis—317-253-3287 
IN, South Bend—219-291-7955 
1A, Davenport—319-366-9343 
KS, Prairie Village—913-642-4929 
KS, Wichita—316-263-0859 


MA, Norwood—617-762-9007 

Mi, Gibralter —313-671-6770 

Mi, Grand Rapids—616-458-1357 
Mi, Lansing—517-372-4112 

MS, Gulfport—601-864-2644 

MS, Jackson—601-939-7077 
MO, St. Louis—314-427-6620 
MT, Great Falls—4060727-8483 
NE, Omaha—402-391-8500 


NJ, 
NM, 


NY, New York—212-777-7440 
NY, Rochester—7 16-266-5500 
NY, Syracuse—315-488-4938 
NY, Williamsville—7 16-631-3310 
NC, Charlotte—704033206164 
NC, Greensboro—919-274-1624 
NC, Raleigh—919-833-5751 

OH, Akron—216-434-2197 

OH, Cincinnati—513-681-5883 
OH, Worthington—6 114-885-4784 
OK, Oklahoma City—405-521-8804 
OR, Tigard—503-620-3911 

PA, Camp Hill—717-761-4977 
PA, Pittsburgh—412-922-5300 
SC, Greenville—803-242-4366 
SC, West Columbia—803-796-2920 
SD, Sioux Falls —605-334-2164 
TN, Knoxville—615-693-1991 
TN, Memphis—901-324-6610 
TN, Nashville—615-834-0370 
TX, Dallas—214-484-0080 








TX, Houston—713-774-2008 
TX, San Antonio--512-349-8161 


GENERAL ELECTRIC CO. 
APG-218 Appliance Park 
Louisville, KY 40225 
502-452-4585 

Sales offices 

AL, Birmingham—205-823-0412 
AZ, Phoenix—602-269-2111 

AR, Little Rock —501-568-6017 
CA, Los Angeles—213-586-5300 


FL, Ft. Lauderdale—305-797-8921 
FL, Jacksonville—904-398-8445 
FL, Tampe-—813-832-1111 

GA, Atlanta—404-980-8420 

Hi, Honolulu—808-531-3502 

1D, Boise—208-375-7441 

IL, Chicago—312-496-6360 

IN, Indianapolis—317-359-5531 
KS, Kansas City—913-621-9570 
KS, Wichita—316-265-1246 

KY, Louisville—502-452-4257 
LA, New Orleans—504-831-5404 
LA, Ghreveport—St 8-425-2740 


MA, Westwood—617-329-5661 
Mi, Birmingham—313-540-1104 
Mi, Grand Rapids—616-957-4270 
Mi, Lansing—517-321-4220 

MN, Edina—612-830-8221 

MS, Jackson—601-353-4925 

MO, St. Louis—314-997-8314 

NE, Omaha—402-331-7500 

NJ, Englewood Cliffs—201-894-5700 
NM, Albuquerque—505-243-3516 
NY, Buffalo—716-686-2256 

NY, New York City—201-894-5700 
NY, Rochester—716-232-2271 
NY, Syracuse—315-471-9133 

NC, Charlotte—704-525-6322 

NC, Greensboro—919-273-8275 
NC, Raleigh—919-872-7606 

OH, Cincinnati—513-745-5465 
OH, Cleveland—216-362-4407 
OH, Columbus—614-263-5799 
OH, Toledo—419-531-5242 

OK, Oklahoma City—405-528-2771 
OK, Tulsa—918-836-7579 


OR, Beaverton—503-643-9882 
PA, Camp Hill—717-737-6751 


TX, El Paso—915-779-3575 

TX, Houston—713-660-3155 

TX, San Antonio—512-824-6581 
UT, Salt Lake City—801-974-4520 
VA, Richmond—804-289-5603 
WA, Seattle—206-575-2770 

WV, Charleston—304-345-4194 
WI, Milwaukee—4 114-462-9210 
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GREENHECK FAN CORP. 

P.O. Box 128 

Ross Ave. 

Schofield, Wi 54476 

715-359-6171 

Sales: William K. McLay, National Sales 
Manager; Larry Jackman, Marketing 

—— Emery (Pete) Nietzel, 


Manager, Engineering 

Production: Dennis Huntimer, Operations 

Manager 
Sales offices 
AL, Birmingham—205-251-6197 
AK, Anchorage—907-561-1055 
AZ, Phoenix —602-249-2860 
AZ, Tucson—602-881 -6684 
AR, Little Rock—501-562-3144 
CA, Concord—415-827-4040 
CA, Ei Cajon—714-440-5061 
CA, Fresno—209-266-8169 
CA, Los Angeles—213-956-7511 
CA, Redding—916-246-1910 
CA, Sacremento—916-927-2901 
CA, San Jose—408-288-9551 
CA, Santa Barbara—805-966-6106 
CO, Englewood—303-761-7493 
CT, Hartford—203-522-9953 
FL, Brandon—813-763-4700 
FL, Jacksonville—904-389-0481 
FL, Hollywood—305-763-4700 


Hi, Honolulu—808-836-1744 

ID, Boise—208-377-2062 

IL, Elk Grove Village—312-427-9690 
IL, Peoria—309-961-5160 

IN, Ft. Wayne—219-483-5814 

IN, indianapolis—317-545-4221 

1A, Des Moines—515-288-5738 

KS, Shawnee Mission—913-677-1991 
KS, Wichita—316-945-5118 

KY, Louisville —502-244-1600 

LA, Lafayette—318-235-4910 

LA, Metairie—504-837-2346 

LA, Shreveport—318-865-3514 

MD, Owings Milis—301-363-1833 
MA, Wakefieid—617-246-0840 
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Mi, Grand Rapids—616-243-3872 
Mi, Kalamazoo—616-342-4802 
Ml, Royal Oak —313-549-6222 

Mi, Saginaw—517-754-0409 

MN, Minneapolis—612-588-0823 
MS, Jackson—601-362-0315 

MO, Fenton—314-343-4900 

MO, Kansas City 

MT, Great Falis—406-727-8483 
NE, Oma!ia—402-339-9177 

NV, Las Vegas—702-873-4400 
NH, Manchester—603-699-3566 
NJ, Metuchen—201-548-7398 
NM, Albuquerque—505-345-9045 
NY, Buffaio—716-897-5010 

NY, New York—212-736-8326 

NY, Ravena—518-756-2051 

NY, Rochester—716-482-3700 
NY, Syracuse—315-474-6020 
NC, Asheville—704-252-5782 

NC, Charlotte—704-372-8026 
NC, Greensboro—919-292-8777 
NC, Raleigh—919-834-7361 

ND, Fargo—701-282-9500 

OH, Cincinnati—5 113-821-2540 
OH, Cleveland—216-526-3020 
OH, Columbus—614-291-0960 
OH, Perrysburg—419-874-7151 
OK, Oklahoma City—405-840-9980 
OK, Tusla—918-583-2664 

OR, Portland—503-233-5101 

PA, Clarks Summit—717-568-1168 
PA, Mechanicsburg—717-761-4370 
PA, Philadelphia—215-467-7000 
PA, Pittsburgh—412-487-7100 
SC, Columbia—803-765-9360 
SC, Greenville—803-282-1888 
SC, Mt. Pleasant—803-884-3201 
SD, Sioux Falls—605-336-0880 
TN, Blountville—615-323-6252 
TN, Brentwood—615-373-1635 
TN, Chattancoga—615-690-0244 
TN, Knoxville—615-588-7405 

TN, Memphis—901-345-6100 

TX, Austin—512-343-0023 

TX, Corpus Christi—512-882-8896 
TX, Dallas—214-484-0700 

TX, El Paso—915-593-1207 

TX, Ft. Worth—817-332-7116 

TX, Houston—713-644-8078 

TX, Lubbock—806-745-3405 

TX, San Antonio—512-224-1661 
UT, Salt Lake City—801-486-0165 
VA, Norfolk —804-625-5881 

VA, Richmond—804-276-7345 
VA, Roanoke—703-345-9854 

VA, Springfield —703-750-3171 
WA, Seattle—206-284-2610 

WA, Spokane—509-534-4448 
WV, S. Charleston—304-768-0972 
WI, Milwaukee—414-257-0211 
WI, Wausau—7 15-845-4600 
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P.O. Box 309 

Wynne, AR 72396 

501-238-3201 

Sales: Robert Lorenzen, General Sales and 
Marketing Manager 

Page 388 


HENRY VALVE CO. 

3215 North Ave. 

Melrose Park, IL 60160 

312-344-1100 

Sales: Dave Elms, Sales Manager 

Engineering: Richard Krause, Chief 
Engineer 

Production: Clete Alber, Vice President, 
Manufacturing 

Sales offices 

CA, Fullerton—7 14-526-5032 

CA, S. San Francisco—415-87 1-4343 

FL, Ft. Lauderdale—305-761-8135 

FL, Tarpon Springs—813-938-5836 

GA, Dunwoody—404-396-1998 

IL, Melrose Park—312-344-1100 

NJ, Oceanport—201-870-1203 

NY, Syracuse—315-446-4087 

OH, Springfield —513-399-3738 

TX, Granbury—817-573-8390 

TX, Houston—713-444-7888 

TX, Mexia—214-828-3415 

VA, Roanoke—703-774-0921 

WA, Kirkiand—206-823-1332 
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HONEYWELL COMMERCIAL DIV. 

Honeywell Plaza 

Minneapolis, MN 55408 

612-870-5200 

Sales: Doyle G. Adams, National Sales 
Manager 

Sales offices 

AL, Birmingham—205-945-3500 

AL, Mobile—205-344-1593 

AK, Anchorage—907-561-5253 

AZ, Phoenix—602-861-4402 

AZ, Tucson—602-795-0975 

AR, Little Rock—501-664-0070 

CA, Los Angeles—213-726-6000 

CA, Orange—714-558-7400 

CA, Sacramento—916-485-2221 

CA, San Diego—619-292-5311 

CA, San Francisco—415-550-2000 

CO, Englewood—303-779-6200 

CT, Glastonbury—203-659-4011 

FL, Jacksonville—904-396-6971 

FL, Miami Lakes—305-558-2250 
or 305-557-3700 

FL, Orlando—305-894-3131 

FL, Tampa—813-870-3733 

GA, Atlanta—404-982-2000 

HI, Honolulu—808-537-5514 

ID, Boise—208-375-1618 

IL, Lansing—312-474-9300 
or 312-568-4200 

IL, Lincolnwood—312-478-9266 
or 312-674-9770 

IL, Peoria—309-686-6464 

IN, Ft. Wayne—219-482-9654 

IN, Indianapolis—317-243-0831 


1A, Bettendorf —319-359-2441 

1A, Des Moines—515-288-3601 

KS, Wichita—316-522-3431 

KY, Louisville—502-459-5970 

LA, Baton Rouge—504-924-8677 
or 504-924-8621 

LA, Metairie—504-456-6200 

LA, Shreveport—318-222-5325 

ME, Portiand—207-775-3501 

MD, Hunt Valley —301-667-4020 

MA, Newton—617-969-0250 

MI, Farmington Hilis—313-478-1600 

Mi, Grand Rapids—616-247-4811 

Mi, Saginaw—517-792-8707 

MN, Edina—612-830-3500 

MS, Jackson—601-982-2090 

MO, Kansas City—816-358-4200 

MO, St. Louis—314-576-2500 

NE, Omaha—402-331-3200 

NV, Las Vegas—702-362-4227 

NJ, Mt. Laurel—609-234-7200 

NJ, Westfield —201-233-9200 

NM, Albuquerque—505-884-1070 

NY, Albany—518-456-7000 

NY, Batavia—716-343-9560 

NY, Liverpool—315-451-4000 

NY, Long Island—212-392-4300 

NY, Rochester—716-424-2700 

NC, Charlotte—704-364-4770 

NC, Greensboro—919-292-1556 

NC, Raleigh—919-787-0170 

ND, Fargo—701-235-4221 

OH, Brooklyn Heights—216-459-6000 

OH, Cincinnati—513-745-7107 

OH, Columbus—614-297-2270 

OH, Dayton—513-237-4000 

OH, Toledo—419-473-9721 

OK, Oklahoma City—405-848-2811 

OK, Tulsa—918-437-5934 

OR, Portland—503-245-0721 

PA, Bala Cynwyd—215-835-2500 

WA, Spokane—509-534-5022 

WV, Dunbar—304-766-8000 

WI, Appleton—414-733-4491 

WI, Brookfield —414-784-6260 

WI, Madison—608-222-3400 
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HONEYWELL INC., 

ENERGY PRODUCTS CENTER 

1985 Douglas Dr., N 

Golden Valley, MN 55422 

612-542-3742 

Sales: Stacy O. Barbour, National Sales 
Director 

Sales offices 

AZ, Phoenix—602-861-4409 

CA, Los Angeles—213-726-6000 

CA, Walnut Creek—415-935-4498 

CO, Englewood—303-779-6300 

CT, Hartford—203-203-659-4011 

FL, Miami—305-592-5293 

FL, Orlando—305-894-3131 

GA, Atlanta—404-982-2000 

IL, Bensenville—312-860-1444 

IN, Evansville-812-477-9255 

IN, Indianapolis—317-243-0831 
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1A, Des Moines—515-288-3601 
KY, Louisville—502-459-5970 

LA, Metairie—504-456-6200 

MD, Dorsey—301-796-9250 

MA, Newton Highlands—617-969-0250 
Mi, Grand Rapids—616-247-4811 
Mi, Southfield —313-424-3500 
MN, Edina —612-830-3500 

MN, Edina—612-830-3528 

MO, Kansas City—816-358-4200 
MO, St. Louis—314-576-2500 
NE, Omaha—402-331-3200 


NY, Manhasset—516-627-5990 
NC, Charlotte—704-364-4770 
OH, Cleveland—216-459-6000 
OH, Columbus—614-297-2270 
OH, Dayton—513-237-4000 

OK, Oklahoma City—405-848-2811 
OR, Portland—503-245-0721 

PA, Bala Cynwyd—215-835-2500 
PA, Harrisburg—717-564-8000 
PA, Pittsburgh—412-928-4212 
TN, Memphis—901-345-6222 
TN, Nashville—615-385-3400 
TX, Dallas—214-688-7600 

TX, Houston—713-780-6570 

UT, Salt Lake City—801-487-0681 
VA, Norfolk-—804-461-0275 

VA, Richmond—804-285-8211 
WA, Bellevue—206-453-0930 
WV, Charleston—304-744-5341 
WI, Brookfield—414-784-6260 
AB, Calgary —403-255-554 

AB, Edmonton—403-493-4727 
BC, Vancouver—604-291-6631 
MB, Winnipeg—204-632-0250 
NB, Moncton—506-855-5890 
NF, St. John’s —709-722-2436 
NS, Halifax —902-423-7303 

ON, Hamilton—416-561-9631 
ON, London—519-683-2010 

ON, Ottawa—613-224-3822 

ON, Toronto—416-491-1300 

PQ, Montreal—514-484-3501 
PQ, Quebec City—418-688-8320 
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HUTTON CONSTRUCTION CATALOGS 

375 N. Broaciway 

Jericho, NY 11753 

516-935-2740 

Sales: Harley Macomber, Publisher 

Production: Gloria Glowacki, Marketing 
Manager 

Sales offices 

CA, Cypress—714-761-0614 

IL, Palos Heights—312-448-8679 

IN, Valparaiso—219-464-9260 

MO, Manchester—314-225-0288 

NY, Jericho—516-935-2740 

OH, Lorain—216-282-6114 

PA, Philadelphia—215-473-5959 

RI, N. Kingstown—401-294-3789 

TX, Denton—817-458-4283 
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ILG INDUSTRIES INC. 

2850 N. Pulaski Rd. 

Chicago, IL 60641 

312-725-8016 

Sales: Martin M. Clark, Vice President, 


les 
Engineering: Gale lwawicki, Manager, 
Engineering 


Sales offices 

CA, Union City—415-487-4964 
IL, Mt. Prospect—312-298-3962 
MD, Rockville—301-984-2400 
NJ, Union—201-964-0771 

NC, Raleigh—919-851-6331 

TX, Austin—512-835-7917 
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Sales: Lee Danielson, Vice President, Sales 
Engineering: Dick Willoughby, Chief 
Engineer 


CA, Moreno Valley—714-924-3052 
GA, Atlanta—404-641-1603 

MN, Edina—612-835-1331 

NY, Cazenovia—315-655-3377 
Page 238 


INTERGRAPH CORP. 

One Madison industrial Park 
Huntsville, AL 35807 
205-772-2000 

Sales: Michael Jordan 

Sales offices 

AZ, Tempe—602-966-2600 

CA, Los Angeles—714-863-9170 
CA, San Jose—408-287-2522 
CA, Solana Beach—619-755-5672 
CO, Englewood—303-790-8800 
CT, Bridgeport—203-372-5311 
FL, Ft. Lauderdale—305-564-7117 
FL, Orlando—305-678-1331 

GA, Atlanta—404-434-5598 

IL, Chicago—312-885-0110 

IN, Indianapolis —317-243-7325 
IN, South Bend—219-769-2300 
KS, Overland Park —913-642-4056 
KY, Lexington —606-223-4433 
LA, New Orleans—504-837-8282 
MA, Framingham—617-879-6633 
Mi, Detroit—313-540-0202 

Mi, Lansing—517-485-5577 

MN, Minneapolis—612-935-8228 
MO, Kansas City—913-642-4056 
MO, St. Louis—314-532-4488 
NJ, Lyndhurst-——201-460-7421 
NJ, Mariton—609-596-2266 

NY, Clinton —315-733-2199 

NY, Rochester—716-424-7230 
NC, Charlotte—704-525-4092 


NC, Raleigh—919-851-3192 
OH, Cleveland—216-572-3266 
OH, Columbus—614-431-1168 


503- 
PA, 'Pittsburgh—41 2-391-6551 
PA, Wayne—215-687-7789 
TN, Nashville—615-298-6607 
TX, Austin—615-298-6607 
TX, Dallas—214-484-5911 
TX, Dallas—214-243-0421 
TX, Houston—713-978-7337 
VA, McLean—703-790-0614 
AB, Calgary—403-250-3626 
AB, Edmonton—403-439-0038 
BC, North Vancouver—604-986-5331 
ON, Mississauga—416-625-2081 
PQ, Montreal—514-866-5592 
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ITT FLUID HANDLING DIV. 

4711 Golf Rd. 

Skokie, IL 60076 

312-677-4030 

Sales: John R. Waterfield, General Sales 
Manager 

Sales offices 

AL, Birmingham—205-251-2085 

AZ, Phoenix—-602-258-1545 

CA, Altadena—818-797-9710 

CA, Foster City—415-574-1313 

CO, Denver —303-322-0165 

CT, Hamden—203-288-5241 

FL, Brandenton—813-792-3592 

FL, Jacksonville—904-387-1678 

FL, Miami—305-649-3240 

FL, Orlando—305-423-5078 

FL, Tampa—813-839-2161 

GA, Atlanta—404-873-1861 

IL, Chicago—312-774-2800 

IL, East Moline —309-796-2371 

IN, Indianapolis—317-844-4828 

1A, Des Moines—515-288-5738 

LA, New Orleans—504-827-1163 

MD, Annapolis —301-792-4230 

MA, Woburn—617-938-8900 

Mi, Southfield —313-354-3710 

MN, Bloomington—612-854-3621 

MO, Maryland Heights—314-878-4313 

NE, Omaha—402-342-3566 

NJ, Franklin Lakes—201-891-9550 

NM, Albuquerque—505-243-2247 

NY, East Syracuse—315-437-7321 

NY, New York—212-490-0052 

NY, Plainview—516-454-9300 

NY, Tonawanda—716-691-7575 

NC, Greensboro—919-288-0076 

OH, Cincinnati—513-489-5225 

OH, Columbus—614-274-5515 

OH, Middleburg Heights—216-243-7000 

OK, Oklahoma City—405-525-7475 

OK, Tulsa—918-664-9756 

OR, Portland —503-228-4324 

PA, Melrose Park—215-635-2818 

PA, Pittsburgh—412-931-8840 

TN, Memphis—901-345-3404 


UT, Salt Lake City 801-486-0767 
VA, Richmond—804-321-4444 
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ITT GRINNELL CORP. 

260 W. Exchange St. 

Providence, Ri 02901 
401-831-7000 

Saies offices 

AZ, Phoenix—602-272-6535 
CA, Los Angeles—213-623-7272 
CA, Oakland—415-658-8000 
CA, Sacramento—916-441-6901 
CO, Denver—303-825-7181 

FL, Tampa—813-621-4761 

GA, Atlanta—404-524-6201 

IL, Chicago—312-847-1500 

IN, Indianapolis—317-352-0411 
LA, St. Rose—504-464-4571 
MD, Columbia—301-730-9100 
MA, Canton—617-828-6650 

Mi, Detroit—313-292-3800 

MN, Bloomington —612-884-7131 
MO, St. Louis—314-771-4925 
MT, Billings —406-259-4567 

NJ, Lincoln Park—201-696-0600 
NC, Charlotte—704-376-4431 
OH, Cincinnati—513-242-0440 
OH, Cleveland—216-431-4311 
OK, Tulsa—918-622-6060 

OR, Portiand—503-223-7101 
PA, Philadelphia—215-425-5850 
PA, Pittsburgh—412-321-6544 
TN, Memphis—901-452-3106 
TX, Dallas—214-233-1011 

TX, Houston—713-675-6371 

VA, Richmond—804-222-8940 
WA, Kent—-206-251-9585 

WI, Milwaukee—4 114-937-8000 
Page 297 


J 


JOHNSON CONTROLS, INC. 

507 E. Michigan St. 

P.O. Box 423 

Milwaukee, WI 53201 

414-274-4000 

Sales: David Bigler, Vice President, Sales & 
Marketing 

ing: John Donovan, BAS Director; 

John Pozorkis, ATC Engineering 

Production: James Eaton, Director, 
Manufacturing 

Sales o'fices 

AL, Birmingham—205-591-7976 

AL, Mobile—205-666-8114 

AK, Anchorage—907-243-3737 

AZ, Tempe—602-894-9193 

AZ, Tucson—602-622-4890 

AR, Little Rock—501-372-7370 

CA, Brisbane—415-468-5700 

CA, Compton—213-637-8800 

CA, Sacramento—916-483-5555 

CA 


CT, "Hartford —203-527-7151 
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CT, Orange—203-773-4950 

FL, Jacksonville—904-355-6477 
FL, Miami—305-592-0103 

FL, Orlando—305-291-1971 

FL, Tampa—813-886-6675 

GA, Albany—912-435-6111 

GA, Atlanta—404-696-2590 

HI, Honolulu—808-845-9742 

IL, Arlington Heights—312-364-1500 
IL, Chicago—312-856-0248 

iL, East Moline—309-796-2311 

IL, Lansing—312-474-1717 

IL, Peoria—309-691-5400 

IL, Rockford—815-874-2433 

IN, Indianapolis—317-545-7611 
IN, New Haven—219-493-4482 
IN, South Bend—219-289-6336 
1A, Cedar Rapids—319-395-7070 
1A, Des Moines—515-223-6077 
KS, Kansas City—913-384-0340 
KS, Wichita—316-943-9385 

KY, Louisville—502-491-3794 

LA, Baton Rouge—504-927-2813 
LA, Harahan—504-733-1355 

LA, Shreveport—318-631-9110 
ME, South Portland—207-773-4771 
MD, Owings Mills—301-363-6700 
MA, Woburn—617-935-6050 

Mi, Grand Rapids—616-243-4134 
Mi, Saginaw—517-781-4650 

Mi, Troy—313-585-6490 

MN, Duluth—218-727-8996 

MN, Minneapolis—612-566-7650 
MS, Jackson—601-932-4111 

MO, St. Louis—314-569-1570 
MT, Great Falis—406-453-2407 
NE, Omaha—402-331-6* 61 

NH, Manchester—603-669-9326 
NJ, Uneen—201-688-7900 

NM, Aibuquerque—505-842-8131 
NY, Albany—518-869-9595 

NY, Binghamton—607-722-6453 
NY, Elmsford—914-592-1060 

NY, Jericho—516-333-2555 

NY, Long Island City—212-361-9700 
NY, Syracuse—315-463-5231 

NY, Victor—716-924-9346 

NY, West Seneca—716-675-5333 
NC, Charlotte—704-392-9301 

NC, Greensboro—919-292-7931 
NC, Raleigh—919-876-2301 

NC, Wilmington—919-763-0196 
ND, Fargo—701-293-1140 

OH, Canfield—216-533-5546 

OH, Cincinnati—513-721-3717 
OH, Columbus—614-261-1880 
OH, Garfield Heights—216-587-0100 
OH, Moraine City—513-299-5571 
OH, Toledo—419-729-3751 

OK, Broken Arrow—918-258-5618 
OK, Oklahoma City—405-524-8437 
OR, Portiand—503-234-6658 

PA, Camp Hill—717-737-6756 

PA, Erie—814-833-3300 

PA, Philadelphia—215-637-1788 
PA, Pittsburgh—412-787-9880 
PA, Wilkes-Barre—717-824-3701 


Ri, Cranston—401-943-3220 
SC, Columbia—803-781-7642 
SC, Greenville—803-242-4230 
SD, Sioux Falis—605-336-0680 
TN, Knoxville—615-691-2214 
TN, Memphis—901-458-8261 
TN, Nashville—615-242-0471 
TX, Austin—512-441-7460 

TX, El Paso—915-778-5255 
TX, Houston—7 13-896-0189 
TX, Irving—214-659-1955 

TX, Lubbock—806-795-8800 
TX, San Antonio—512-349-9100 
UT, West Valley City —801-973-4001 
VT, Winooski—802-655-2884 
VA, Alexandria—703-750-3250 
VA, Norfolk —804-857-0191 

VA, Richmond—804-747-8030 
VA, Roanoke—703-344-6291 
WA, Bellevue—206-624-5213 
WA, Spokane—509-747-8053 
WV, Nitro-—304-755-4353 

WI, Appleton—414-739-6191 
Wi, LaCrosse—608-781-7600 
WI, Madison—608-271-4600 
WI, Milwaukee—414-961-2600 
WY, Casper—307-265-0771 
AB, Caigary—403-253-7195 
AB, Edmonton—403-465-0842 
AB, Red Deer—403-343-1339 
BC, Vancouver—604-438-3434 
MB, Winnipeg—204-885-9360 
NF, St. John’s—709-579-5565 
NS, Bedford—902-835-9971 
ON, Burlington—416-335-3325 
ON, Kingston—613-389-4273 
ON, London—519-681-1221 
ON, Markham—416-494-1575 
ON, Ottawa—613-225-8040 
PQ, Montreal—514-332-6960 
PQ, Quebec—418-681-0085 
SK, Regina—306-924-1525 
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JOHNSON CONTROLS, INC., CONTROL 


PRODUCTS DIV. 

1250 E. Diehi Rd. 

Naperville, IL 60540 

312-355-7800 

Sales: Harlod D. Walls, Vice President, 
Sales and Marketing 

Engineering: Jude R. Anders, Director, 
Engineering 

Production: R. T. Hammond, Plant 
Manager 

Sales offices 

CA, Concord—415-676-6421 

CA, Norwalk—213-929-2680 

CO, Denver —303-935-7037 

FL, Winter Park—305-678-5659 

GA, Tucker—404-938-3958 

IL, Rolling Meadows—-312-577-7160 

IN, Indianapolis—317-257-3244 

1A, Des Moines—515-278-7051 

KS, Kansas City—913-236-7270 

MA, Braintree—617-848-7408 

Mi, New Baltimore—213-725-6380 
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MN, Minnetonka—612-546-53888 
MO, St. Charles—314-928-1112 


OH, 

OH, Richiield—216-659-6149 

OK, Broken Arrow—918-251-2030 
PA, Ligonier—412-238-2090 

TN, Hendersonville—615-822-1181 
TX, Dallas—214-343-1158 
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THE JOHNSON CORP. 
805 Wood St. 

Three Rivers, Mi 49093 
616-278-1715 


MI, Sterling Heights —313-978-8434 
NY, Hamburg—716-648-4240 

PA, Drexel Hill—215-622-5050 
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JOY MFG. CO. 

338 South Broadway 

New Philadelphia, OH 44663 
216-339-1111 

Sales: Walter J. Bienko, National Sales 


Manager 
Engineering: John A. Murphy, Engineering 
M 


anager 
Production: Fred Schupbach, Production 
Manager 
Sales offices 
CA, Antioch—415-778-1580 
IN, Kokomo—317-457-6511 
PA, Devon—215-687-1960 
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KNAUF FIBER GLASS 

240 Elizabeth St. 

Shelbyville, IN 46176 

317-398-4434 

Sales: Robert E. Naylor, Senior Vice 
President, Sales and Marketing 

Production: Robert Kranz, Senior Vice 
President, Operations 

Sales offices 

CA, Walnut Creek—415-943-1222 

FL, Coral Cables—305-445-6947 

GA, Atlanta—404-396-9450 

IL, Oak Brook—312-932-9339 





Atianta, GA 30371 

404-688-3171 

Sales: Frank Ciark, Sales Manager 

Engineering: Ed French, Vice President, 
Engineering 

Sales offices 

CA, Cypress—714-995-2911 

CA, Santa Fe Springs—213-946-2371 


MO, Lake St. Louis—314-625-1223 
NJ, Berlin—609-768-2028 

NY, Poughkeepsie—914-462-2318 
NC, Greensboro—919-852-8857 
OH, Euclid —216-486-7127 

OH, Lewisburg—513-962-2579 
OH, Westerville—614-891-1289 
PA, Bethienem—215-865-2121 

Ri, Cumberland—401-769-9181 
TX, Dallas—214-358-3335 

UT, Salt Lake City—801-322-0271 
WA, Kirkiand—206-823-1332 
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THE LINCOLN ELECTRIC CO. 

22801 St. Clair Ave. 

Cleveland, OH 44117 

216-481-8100 

Sales: Donald F. Hastings, Vice President, 
Sales 


Engineering: John Bonzalez, Vice 


President, Engineering 
Production: Louis Bauman, Vice President, 


Sales offices 

AL, Birmingham—-205-595-0549 
AL, Mobile—205-479-9417 

AK, Anchorage—907-276-1216 
AK, Fairbanks—907-452-4441 
AZ, Phoenix—602-269-7889 
CA, Carisbad—714-438-2871 
CA, Fresno—209-221-1928 

CA, La Mirada—714-521-5153 
CA, Los Angeles—213-868-9987 
CA, San Francisco—415-357-8721 
CO, Denver—303-377-2768 

CT, North Haven—203-239-7272 
FL, Jacksonville—904-396-3118 
FL, Miami Lakes—305-556-0142 
GA, Atlanta—404-355-3080 

Hi, Honolulu—808-845-9977 

IL, Centralia—618-532-1190 

IL, Chicago—312-586-8500 

IL, Moline—309-762-5583 

IL, Peoria—309-697-8240 

IN, Ft. Wayne—219-484-4422 
IN, Indianapolis—317-845-8445 


1A, Des Moines—515-276-9046 
KS, Kansas City—913-371-0405 
KS, Wichite—316-945-0151 


Mi, Grand Rapids—616-942-8780 
MI, Niles—616-684-0888 

MN, Minneapolis—612-529-9161 
MS, Jackson—601-922-1272 

MT, Billings —406-252-2175 

NE, Omaha—402-341-7050 

NJ, Rahway—201-381-7400 

NY, Albany —518-482-3389 

NY, Buffalo—716-681-5554 

NY, Jackson Heights—212-672-5578 
NY, New York City—212-269-6755 
NY, Syracuse—315-472-4576 

NC, Charlotte—704-588-3251 

NC, Greensboro—919-378-9787 
OH, Cincinnati—513-772-1440 

OH, Cleveland—216-481-8100 

OH, Columbus—614-488-7913 

OH, Dayton —513-435-5334 

OH, Marion—614-382-8692 

OH, Toledo—419-666-9998 

OH, Youngstown—216-783-1324 
OK, Oklahoma City—405-235-7220 
OK, Tulsa—918-584-7274 


TN, Knoxville—615-525-0031 

TN, Memphis—901-363-1075 

TN, Nashville—615-256-7771 

TX, Grand Prairie—214-647-0110 
TX, Houston—713-868-0333 

UT, Salt Lake City—801-972-2162 
VA, Merrifield —703-573-9225 

VA, Newport News—804-874-2248 
VA, Roanoke—703-982-2280 

WA, Seattle—206-767-4743 

WI, Green Bay—414-435-1012 
WI, Milwaukee—414-463-5300 
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LOCHINVAR WATER HEATER CORP. 
1930 Air Lane Drive 

Nashville, TN 37217 

615-889-8900 

Sales: Mel Townsend, Vice President, 


Marketing 
Engineering: Mohsen , Engineer 
Production: Ai Gatlin, Manufacturing 
Manager 
Sales offices 
Mi, Detroit—313-273-9500 
TX, Farmers Branch—214-484-8677 
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AR, Little Rock—501-663-4900 
CA, Los Angeles—213-587-5577 
CA, San Diego—619-224-2881 
CA, San Francisco—415-483-1000 
CO, Denver—303-761-4430 

CO, Grand Junction—303-858-1063 
CT, Hartford—203-278-7520 

DC, Washington—301-982-1514 
FL, Gainesville—904-332-5020 
FL, Miami—305-652-5111 

FL, Orlando—305-859-0505 

FL, Tallahassee—904-575-7605 
FL, Tampa—813-577-0978 

GA, Atlanta—404-934-8636 

HI, Honolulu—808-531-3595 

IL, Chicago—312-761-6700 

IL, Glenview—312-998-8010 

IN, Hammond—219-932-7060 
IN, Indianapolis—317-293-8880 
1A, Des Moines—515-274-4741 
KS, Kansas City—913-888-2646 
LA, Baton Rouge—504-293-8865 
LA, New Orleans—504-466-9300 
ME, Portland—207-781-2969 
MD, Baltimore—301-281-1210 
MD, Columbia—301-995-1740 
MA, Boston—617-890-9540 

Mi, Detroit—313-547-7070 

Mi, Gaylord —517-732-3744 

Mi, Grand Rapids—616-452-2193 
MN, Minneapolis—612-781-4861 
MO, Kansas City—913-888-2646 
MO, St. Louis—314-567-5570 
NJ, Pine Brook—201-575-6300 
NM, Albuquerque—505-243-8333 
NY, Albany—518-869-3538 

NY, Buffalo—716-693-8443 

NY, Long Island City—212-786-8844 
NY, New York—800-631-4178 
NY, Rochester—716-247-0620 
NY, Syracuse—315-437-2726 
NC, Charlotte—704-545-8272 
NC, Raleigh—919-549-9026 

ND, Fargo—701-237-3763 

OH, Akron—216-929-2455 

OH, Cincinnati—513-761-5520 
OH, Cleveland—216-447-1343 
OH, Columbus—614-846-9540 
OH, Toledo—419-865-3791 

OR, Portland—503-234-9995 

PA, Erie—814-454-8101 

PA, Harrisburg—717-697-4656 
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PA, Philadelphia—215-782-8900 
PA, Pitisburgh—412-787-7900 
SC, Columbia—803-256-3417 
SC, Greenv'*le—803-233-8647 
SD, Siou« =:."s —605-336-3788 
TN, Memphis—-2J1-332-2712 
TN, Nashville—615-832-0500 
TX, Corpus Christi—512-289-5599 
TX, Dallas —214-631-5280 

TX, El Paso—915-544-6636 

TX, Houston—713-462-9071 

TX, Lubbock—806-799-8887 
TX, San Antonio—512-341-1984 
UT, Salt Lake City—801-487-6226 
VA, Norfolk—-804-490-6026 

VA, Richmond—804-222-6680 
WA, Seattle—206-455-3700 

WA, Spokane—509-328-6682 
WI, Appleton—414-739-6885 
WI, Milwaukee—414-462-7700 
AB, Caigary—403-230-3161 

AB, Edmonton—403-470-1214 
BC, Vancouver—604-324-3546 
MB, Winnipeg—204-774-3411 
NB, Riverview—506-386-2475 
NF, Foxtrap—709-834-9397 

NS, Halifax—902-835-8316 

ON, Hamilton—800-263-6822 
ON, Hamilton—416-560-3837 
ON, Ottawa—613-733-9781 

ON, Thunder Bay—807-345-7252 
ON, Toronto—416-673-1959 

PQ, Montreal—514-341-3045 
PQ, Quebec City—418-627-3711 
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MAMMOTH DIV., LEAR SIEGLER, INC. 


13120-B County Rd. 6 
Minneapolis, MN 55441 
612-559-2711 

Sales: Norm Asbjornson, Marketing 
Engineering: J. (iiobson 
Production: Ron Prekker 

Sales offices 

AK, Anchorage—907-274-2629 
AZ, Phoenix—602-258-5799 
AR, Little Rock—501-666-5463 
CA, Brisbane—415-467-8680 
CA, Laguna Hills-—714-643-0282 
CA, Los Angeles—213-262-1111 
CA, Sacramento—916-451-2891 
CO, Englewood—303-761-7493 
FL, Clearwater—813-461-1018 
FL, Hollywood —305-652-5174 
FL, Jacksonville—904-398-3495 
FL, Tampa—813-229-3594 

FL, Winter Park—305-629-0445 
GA, Atlanta—404-394-6593 

ID, Boise —208-377-2062 

IL, Chicago—312-486-8010 

IL, Peoria—219-696-8413 

IN, Indianapolis—317-783-2904 
1A, Des Moines—515-243-5144 
KS, Lenexa—913-888-6200 

KY, Louisville—502-968-0122 
LA, Metairie—504-837-4422 

LA, Shreveport—318-865-0208 
MD, Baltimore—301-665-9713 


MD, Gaithersburg—301-948-0020 
MA, Norwood—617-769-6460 

Mi, Grand Rapids—616-243-3872 
Mi, Royal Oak—313-549-6222 

Mi, Saginaw—517-754-0409 

MN, Minneapolis—612-933-0888 
MS, Jackson—601-956-1221 

MO, Chesterfield—314-532-8855 
NE, Omaha—402-333-5990 

NJ, Fords —201-225-3430 

NM, Albuquerque—-505-884-0261 
NY, Albany—518-869-3541 

NY, Buffalo—716-877-6900 

NY, Farmingdale—516-420-1070 
NY, Poughkeepsie—914-485-3144 
NY, Rochester—716-473-1540 
NC, Charlotte—704-553-1123 
NC, Greensboro—919-282-5111 
NC, Raleigh—919-782-8463 

OH, Cleveland—218-238-6904 
OH, Columbus—614-481-7511 
OH, Dayton—513-435-2117 

OH, Toledo—419-476-6661 


PA, Pittsburgh—412-429-8660 
SC, Charleston—803-722-2489 
SC, Columbia—803-763-0769 
SC, Greenville—803-233-0384 
TN, Knoxville—615-690-7747 
TN, Memphis—901-274-5135 
TX, Austin—512-474-2022 

TX, Dallas—214-484-3985 

TX, El Paso—915-644-8103 

TX, Houston—7 13-784-4647 
TX, Lubbock—806-745-3405 
TX, San Antonio—512-828-5515 
UT, Salt Lake City—-801-487-0808 
VA, Norfolk —804-489-7931 

VA, Richmond—804-644-3021 
VA, Roanoke—703-345-0741 
WA, Seattie—206-763-3838 

WA, Spokane—509-325-2584 
WI, Milwaukee—414-257-6211 
WI, Wausau—7 15-845-4600 
British Columbia—604-736-9858 
Manitoba—204-775-8455 
Ontario—416-624-2406 
Ontario—416-871-1222 
Sasketchewan—306-949-9595 
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MANVILLE CORP. 
Ken-Caryl Ranch 
P.O. Box 5108 
Denver, CO 80217 
303-978-4900 
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McQUAY AIR CONDITIONING 

AUNIT OF SNYDER GENERAL CORP. 
13600 Industrial Park Bivd. 

P.O. Box 1551 

Minneapolis, MN 55440 
612-553-5330 

Sales offices 

AL, Birmingham—205-251-8460 
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AL, Birmingham— 
AL, South Leeds—-205-979-3551 
AK, Anchorage—907-561-4417 
AZ, Phoenix —602-955-5550 
oo Little Rock —501-375-8227 

, Bakersfield —805-323-9531 
CA, El Cajon—614-449-9550 
CA, Fresno—209-291-7743 
CA, Los Angeles—213-663-3944 
CA, Los Angeles—213-466-6351 
CA, New Port Beach—714-642-6514 
CA, Sacramento—916-381-2552 
CA, San Diego—619-560-4701 

5-348-0555 


FL, Oldsmar—813-785-6303 
FL, Orlando—305-855-3436 

FL, Pensacola— 

FL, Tampa—813-879-5790 

FL, Tampa—813-626-8867 

GA, Atlanta—404-455-1954 

GA, Atlanta—404-252-0330 

Hi, Honolulu—808-839-1212 

ID, Nampa—208-466-8787 

IL, Aisip—312-396-1000 

IL, Chicago—312-379-5406 

IL, Elmhurst—312-530-5100 

IL, Peoria Heights—309-692-2685 
IN, Fort Wayne—317-924-9185 
IN, Indianapolis—317-923-2005 
IN, Leesburg—219-453-3140 

IN, South Bend—219-233-1149 
1A, Des Moines—515-223-1296 
KS, Kansas City—913-432-0014 
KS, Wichita—316-267-7389 

KY, Lexington—606-255-9665 
KY, Louisville—502-425-5821 

LA, Denham Springs—504-664-0285 
LA, Harahan—504-831-9223 

LA, New Orleans—504-456-6890 
LA, West Monroe—318-396-9956 
ME, Portland—207-772-2602 
MD, Baltimore—301-329-681 1 
MD, Beltsville—301-937-0212 
MA, Auburndale—617-969-0310 
MA, Boston—617-246-0840 

MI, Birmingham—313-646-6680 
MI, Detroit—313-644-0900 

Mi, Grand Rapids—616-245-8000 
Mi, Kalamazoo—616-381-7370 
Mi, Lansing—517-485-5631 

MN, St. Paul—612-636-3890 

MS, Jackson—601-354-2963 
MS, Jackson—601-362-0315 
MO, St. Louis—314-427-6620 
MT, Billings —406-248-8373 

MT, Great Falls—406-727-5335 
MT, Missoula—406-549-6113 
NB, Omaha—402-339-0306 

NV, Las Vegas—702-871-5305 
NJ, Cherry Hill—609-428-7765 
NJ, Newark—201-736-5400 








NJ, Red Bank—201-530-8410 
NM, Albuquerque—505-268-6776 
NY, Buffalo—716-631-9640 

NY, Camillus—315-672-3168 
NY, Clifton Park—518-877-7005 
NY, New York—212-279-8787 
NY, New York—212-239-7280 
NC, Asheville—704025205782 
NC, Charlotte—704-372-8026 
NC, Greensboro—919-292-8777 
NC, Raleigh—919-834-7361 

OH, Akron—216-650-0288 


OH, Toledo—419-475-9371 

OK, Oklahoma City—405-848-8573 
OK, Tulsa—918-665-7200 

OR, Portland—503-221-0790 

PA, Camp Hill—717-761-4977 

PA, Camp Hill—717-761-4370 

PA, Pittsburgh—412-563-0200 

PA, West Conshohocken—215-825-1010 
SC, Charleston—803-884-3201 
SC, Columbia—803-765-9360 

SC, Greenville—803-232-1888 
SC, Orangeburg—803-534-5621 
SD, Rapid City—605-348-2033 
SD, Sioux Falls—605-336-0333 
TN, Kingsport—615-246-7800 

TN, Knoxville—615-688-3181 

TN, Knoxville—615-522-3655 

TN, Memphis—901-345-6100 

TN, Nashville—615-254-6793 

TN, Nashville—615-297-2627 

TX, Corpus, Christi—512-883-3833 
TX, Dallas—214-340-9900 

TX, El Paso—915-544-6835 

TX, El Paso—915-545-2256 

TX, Houston—713-495-9983 

TX, Hurst—817-284-0964 

TX, Lubbock—806-763-5411 

TX, San Antonio—512-494-9081 
UT, Salt Lake City—801-364-1926 
UT, Salt Lake City—801-973-2300 
VA, Richmond—804-264-2911 

VA, Richmond—804-266-8721 

VA, Roanoke—703-345-9854 

VA, Roanoke—703-981-1846 

VA, Virginia Beach—804-499-3723 


WI, Milwaukee—414-781-1133 
AB, Caigary—403-271-2552 
AB, Edmonton—403-454-3748 
BC, Burnaby—604-294-3737 
MB, Winnipeg—204-775-8455 
NB, St. John —506-652-5310 
NF, St. John’s —709-722-4942 
NS, Halifax —902-429-0902 
ON, Garson—705069302845 
ON, Nepean—613-225-9774 
ON, Thunder Bay—807-344-6657 


ON, Toronto—416-231-6553 
PQ, Laval—514-324-5050 

PQ, Ste-Foy—418-871-3515 
SK, Saskatoon—306-664-2915 
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METAL-FAB INC. 
3025 May Ave. 
P.O. Box 1138 
Wichita, KS 67201 
800-835-2830 


Sales: Bill Blalock, Sales Manager, 
Commercial-industrial 


MILWAUKEE VALVE CO., INC. 

2375 S. Burrell St. 

Milwaukee, WI 53207 

414-744-5240 

Sales: John D. Seder, National Sales 
Manager 

Engineering: Larry Buechier, Chief 
Engineer 

Production: Art Laabs, Plant Manager 

Sales offices 

AL, Birmingham—205-967-4095 
or 205-945-1555 

AZ, Phoenix—602-272-6853 

CA, Santa Fe Springs—213-946-7511 

CA, South San Francisco—415-871-4343 


FL, Orlando—305-293-1673 

FL, Tampa—813-247-6633 

GA, Tucker—404-939-4544 

Hi, Honolulu—808-521-8691 

IL, Bloomington—309-663-8451 
IL, Brookfieid —312-485-5802 

IL, Chicago—312-427-0148 

IL, Des Plaines—312-827-5882 
IL, Franklin Park—312-671-3233 
IN, indianapolis—317-291-2277 
1A, Cedar Rapids—319-377-9863 
1A, Marion 

KS, Prairie Village —913-648-6335 
KY, Louisville—502-367-0461 

LA, Baton Rouge—504-926-8452 
LA, Hahnville—504-522-6955 

LA, Luling 

MA, Revere—617-284-2700 

Mi, Detroit—313-867-6700 

Mi, Sterling Heights—313-979-5980 
MN, Minneapolis—612-927-6518 
MO, Grandview—816-763-1718 
MO, St. Louis—314-524-3300 
NE, Omaha—402-571-5404 

NJ, Riverdale—201-838-8282 

NJ, South Hackensack—201-343-0600 
NY, Albertson 

NY, Rochester—716-244-6442 
NY, Wantagh—516-742-1902 

NC, Charlotte—704-536-3470 


OH, Cincinnati—513-761-8154 

OH, Cleveland—216-361-5500 

OH, Cleveland—216-888-8700 

OH, Youngstown 

OK, Oklahoma City—405-843-5654 

OK, Sand Springs—918-245-5369 

OR, West Linn —503-635-3117 

PA, Fin 

PA, Pittsburgh—412-321-1523 

PA, Schuylkill Haven—717-385-3682 

TN, Hixson—615-842-4632 

TN, Memphis—901-382-3417/3416 

TX, Houston—713-674-8735 

TX, Houston—713-440-7301 

TX, Houston—713-641-4255 

UT, Salt Lake City—801-486-3000 

UT, Sany—801-571-2563 

VA, Fairfax—703-273-2660 

VA, Newport News—804-599-5888 
or 804-596-7015 

WA, Seattle—206-575-1277 

WI, Brookfield—414-781-2810 

AB, Edmonton—403-468-1692 

AB, Edmonton—403-432-1787 

BC, Surrey —604-888-4141 

MB, Winnipeg—204-633-0682 

ON, Thunderbay—807-623-4224 

ON, Toronto—416-781-5286 

PQ, Montreal—514-489-8263 
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MOGUL, DIV. OF THE DEXTER CORP. 

P.O. Box 200 

Chagrin Falls, OH 44022 

216-247-5000 

Sales: O. G. Foster, General Sales Manager 

Production: George P. Loomis, Vice 
President, Operations 

Page 343 


NEW YORK BLOWER CO. 

7660 Quincy St. 

Willowbroox, IL 60521 

312-655-4881 

Sales: A. H. Mathis, General Sales 
Manager 
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Oo 


OCV CONTROL VALVES 

7400 E. 42nd Pi. 

Tulsa, OK 74145 

918-627-1942 

Sales/Production: Scott Dill, Vice 
President, Sales 

Engineering: Steve Jernigan, Chief 
Engineer 
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OWENS-CORNING FIBERGLAS CORP. 
Fiberglas Tower 

Toledo, OH 43659 

419-248-8000 

Sales offices 
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AL, Mobile—205-476-5571 
AZ, Phoenix—602-277-6217 
CA, Los Angeles—213-724-5383 
CA, Sacramento—916-961-3801 
CA, San Francisco—415-873-7950 
CA, Santa Clara—408-727-0731 
or 408-748-6457 
CO, Denver—303-757-6121 
FL, Margate—305-975-6700 
FL, Orlando—305-788-0870 
FL, Tampa—813-877-7516 
GA, Atlanta—404-956-1456 
or 404-956-7454 
HI, Honolulu—808-537-3832 
IL, Chicago—312-480-4300 
IN, Evansville—812-473-0351 
IN, Indianapolis—317-844-2625 
KS, Kansas City—913-451-2620 
or 913-384-5555 
KY, Louisville—502-425-7140 
LA, Metairie—504-887-8011 
MD, Seabrook—301-390-6900 
MA, Boston —617-849-1340 
Mi, Grand Rapids—616-956-6681 
Ml, Troy —313-649-2288 
MN, Minneapolis—612-854-4994 
or 612-854-8835 
MO, St. Louis—314-434-6510 
NJ, Cherry Hill—609-435-4100 
NY, Buffalo—716-838-2166 
NY, Scarsdale—914-472-3400 
NC, Charlotte—704-523-6928 
NC, Raleigh—919-872-0823 
OH, Cincinnati—513-563-4270 
OH, Cleveland—216-884-9440 
OH, Columbus—614-451-6420 
or 614-891-3334 
OH, Toledo—419-248-8102 
OH, Toledo—419-248-8764 
OK, Oklahoma City—405-848-6761 
OR, Portiand—503-653-0831 
PA, Philadelphia—215-688-8650 
PA, Pittsburgh—412-921-6770 
SC, Greenville—803-288-8450 
TN, Knoxville—615-584-6161 
TN, Memphis—901-761-4770 
TX, Dallas—214-233-9241 
or 214-233-2985 
TX, Houston—713-445-6100 
TX, Lubbock—806-792-6229 
TX, San Antonio—512-340-8211 
VA, Richmond—804-794-4472 
VA, Virginia Beach—804-463-0921 
WA, Seattle—206-451-8450 
WI, Milwaukee- -414-259-0700 
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PACO PUMPS 

845 92nd Ave. 

Oakland, CA 94604 
415-639-3200 

Saies: Robert Elders 
Production: John T. Terranova 
Sales offices 

CA, Commerce—213-685-3250 
GA, Atlanta—404-256-3724 


PARAMETRICS, A UNIT OF BARRY 
WRIGHT 


88 Marsh Hill Rd. 

P.O. Box 903 

Orange, CT 06477 

203-795-0811 

Sales: D. W. Maass, Vice President, 
Marketing 

Engineering: W. Shaughnessy, Vice 
President, Engineering 

Production: J. Wasilewski, Operations 
Manager 

Sales offices 

AL, Birmingham—205-822-6198 

AL, Mobile—205-344-0728 

AR, Little Rock—501-661-1737 

CA, Laguna Hills—714-951-4774 

CA, San Rafael—415-454-5730 

CO, Westminster—303-427-4179 

CT, Glastonbury—203-659-3531 

FL, Miami—305-651-0196 

FL, Orlando—305-651-0196 

GA, Roswell—404-998-8796 

IL, Rolling Meadows—312-577-3740 

IN, Carmel—317-844-3845 

IN, Zionsville—317-873-2328 

KS, Shawnee Mission—913-362-4422 

KY, Alexandria—606-635-0152 

KY, Louisville—502-425-0010 . 

LA, Baton Rouge—504-291-3306 

LA, Metairie—504-831-4669 

MA, Wilmington—617-658-2550 

Mi, Detroit—313-534-9730 

Mi, Grandville—616-534-4740 

MN, Minneapolis—612-870-9958 

MO, Manchester—314-394-6631 

NY, Hawthorne—914-747-0101 

NY, Jamesville—315-682-8336 

NY, Snyder—716-839-3999 

NC, Charlotte—704-364-5569 

NC, Greensboro—919-272-7537 

OH, Cincinnati—513-825-2922 

OH, Cleveland—216-431-7101 

OH, Dayton—513-435-7745 

OK, Oklahoma City—405-842-7819 

OK, Tulsa—918-252-5795 

OR, Portland—503-231-7701 

PA, Richboro—215-364-2926 

PA, Pittsburgh—412-828-4050 

TX, Addison—214-239-8533 

TX, Missouri City—713-499-1571 

TN, Brentwood—615-373-2068 

TN, Memphis—901-332-0036 

TN, Merriville—615-977-6004 

UT, Salt Lake City—801-972-8788 

VA, Richmond—804-740-5998 

WA, Bellevue—206-455-2130 

WI, Elim Grove—414-784-1333 
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PERFECTION SCHWANK INFRA-RED, 
DIV. OF SCHWANK, INC. 
P.O. Box 40 
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312-966-2150 

Sales: Walt Nisbet 

Engineering: Gary Conkright 
Production: Jerry Triplett 

Sales offices 

AL, Birmingham—205-252-9986 
AK, Anchorage—907-274-1638 
AZ, Phoenix—602-942-2502 

AR, Little Rock —501-666-5463 
CA, Fountain Valley—213-592-4555 
CA, Piedmont—415-547-1201 

CA, San Francisco—415-495-3414 
CO, Englewood—303-922-8136 
CT, Hartford—203-522-3651 

FL, Jacksonville—904-389-1322 
FL, Orlando—305-841-4283 

FL, Pensacola—904-438-8951 

FL, Tampa—813-875-7952 

GA, Altanta—404-449-1082 

1D, Boise—208-342-3020 

IL, Chicago—312-342-8330 

IL, Moline —309-762-1537 

IN, Indianapolis—317-635-1451 
1A, Des Moines—515-274-3445 
KS, Prairie Village —913-648-2502 
LA, Shreveport—318-861-3069 
ME, Lewiston—207-782-1523 
MD, Annapolis—301-269-5220 
MA, Framingham—617-872-3331 
Mi, Detroit—313-535-0990 

MN, Minneapolis—612-870-4800 
MS, Jackson—601-956-1221 

MO, Chesterfield —314-532-0480 
MT, Butte—406-782-6366 

NE, Omaha—402-342-3566 

NJ, New Milford—201-836-3476 
NM, Albuquerque—505-243-2219 
NY, Depew—716-685-3200 

NY, New York—212-594-2734 

NC, Matthews—704-847-4426 
OH, Cleveland—216-961-3011 
OH, Westchester—513-777-7381 
OK, Cklahoma City—405-525-7475 
OK, Tulsa—918-664-9756 

PA, © “ttsburgh—412-323-2440 
PA, Valley Forge—215-935-9201 
SC, Greenville—803-288-8543 
SC, North Charleston—803-572-1644 
TN, Knoxville—615-546-6610 

TN, Memphis—901-324-6610 

TN, Nashville—615-297-3504 

TX, Austin—512-451-5257 

TX, Corpus Christi—512-882-8896 
TX, Dallas—214-243-4695 

TX, El Paso—915-533-1231 





UT, Salt Lake City—801-972-4600 
VA, Richmond—804-740-7740 
WA, Bothell—206-481-7855 

WA, Spokane—509-624-3002 

WI, Brookfield —414-781-0041 
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PROCESS SPECIALTIES, INC. 


AK, Anchorage—907-274-2629 
AR, Little Rock—501-666-5463 
CA, Fresno—209-291-7743 

CA, Los Altos —415-948-9694 
CA, Los Angeles—213-256-2191 
CA, Sacramento—916-381-2552 


IL, Vernon Hilis—312-367-6073 

IN, Evansville—812-424-2584 

IN, Michigan City—219-879-3341 

1A, Des Moines—515-274-9191 

1A, Sioux city—712-276-3588 

KS, Lenexa—913-888-6200 

MD, Baltimore—301-792-4670 or 
301-953-7770 

MA, Canton—617-828-5150 

Mi, Grand Rapids—616-455-7490/6266 

Mi, Kalamazoo—616-381-9070 

Mi, Royal Oak—313-541-7360 

Mi, Saginaw—517-792-0011 

MN, Minneapolis—612-881-6650 

MS, Jackson—601-354-2963 

NE, Omaha—402-344-4311 

NJ, Wayne—201-694-4388 

MN, Albuquerque—505-247-2428 

NY, Buffalo—716-631-9640 

NC, Greensboro—919-852-3366 

OH, Chagrin Falis—216-247-2505 

OH, Cincinnati—5 113-554-0230 

OH, Columbus—614-274-8811 

OH, Dayton—513-298-9557 


PA, Eaton—215-253-9677 


SC, Columbia—803-772-7011 

SC, Travelers—803-834-5103 

TN, Knoxville—615-693-5471 

TN, Nashville—615-383-8479 

TX, Dallas—214-631-0011 

TX, Houston—713-937-9393 

TX, Lubbock —806-745-3405 

TX, San Antonio—512-736-2201 

UT, Salt Lake City—801-467-2441 or 


484-9402 
WA, Seattle—206-763-3838 
WA, Spokane—509-534-4448 
ON, Hamilton—416-529-1166 
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REZNOR 

McKinley Ave. 

Mercer, PA 16137 

412-662-4400 

Sales: Charles H. Bremer, Vice President & 


Director of Marketing 
Engineering: C. Wade Albritton, Director, 


Engineering 
Production: James E. McCune, Director, 
Operations 
Sales offices 
AZ, Tempe—602-894-9175 
AR, Little Rock —501-375-8227 
CA, Los Angeles—-213-487-5266 
CA, Menlo Park—415-323-3137 
CO, Denver —303-934-2439 
FL, Hollywood Hills—305-966-7632 
GA, Athens—404-543-8815 
IL, Northbrook—312-272-8030 
IN, Noblesville—317-773-8844 
1A, Des Moines—515-288-5738 
KS, Lenexa—913-469-5715 
LA, New Orleans —504-827-1163 
MA, Newton—617-969-7340 
Mi, Detroit—313-881-6086 
MN, St. Paul—612-698-0089 
MO, St. Louis—314-962-6820 
NE, Omaha—402-330-4164 
NJ, Paterson—201-523-0050 
NM, Albuquerque—505-247-2428 
NY, Rochester—716-254-2223 
NY, Syosset—516-433-8100 
NY, Syosset—718-347-4747 
OH, Hamilton—513-738-4111 
OH, Cleveland—216-261-3700 
OH, Columbus—614-274-8811 
OH, Talimadge—216-630-9977 
OK, Oklahoma City—405-721-3210 
OR, Portland—503022804324 
PA, Media—215-566-0171 
PA, Pittsburgh—412-931-6140 
TN, Chattanooga—615-892-5367 
TN, Memphis—901-274-5135 
TX, Dallas—214-247-5509 
TX, Houston—713-721-5880 
TX, San Antonio—512-494-0242 
UT, Salt Lake City—801-278-1231 
VA, Leesburg—703-471-1811 
ON, Milton—416-878-0596 
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RHEEM WATER HEATER DIV. 

5780 Peachtree-Dunwoody Rd. 

Suite 400 

Atlanta, GA 30342 

404-256-2037 

Sales: W. A. McKenna, National Sales 
Manager 

Sales offices 

CA, La Mirada—213-868-0701 

GA, Atlanta—404-256-2037 

IL, Chicago—312-434-7500 

NJ, East Brunswick—201-238-3630 

TX, Grand Prairie—214-660-3221 
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R-M PRODUCTS, INC. 

5010 Cook St. 

Denver, CO 80216 

303-296-1521 

Sales: Jack Cronin, National Sales 


AL, Birmingham-—205-251-6197 
AZ, Phoenix—602-955-5550 

AR, Little Rock —501-666-5488 
CA, Ontario—714-947-8018 

CA, Redwood City—415-367-8310 
FL, Jacksonville—904-399-4133 
FL, Orlando—305-291-0961 

GA, Atlanta—404-351-1010 

ID, Boise—208-343-4977 

IL, Chicago—312-743-6800 

IN, indianapolis—317-253-1561 
1A, West Des Moines—515-223-6047 
KS, Prairie Village—913-642-4929 
KY, Louisville—502-244-1600 

LA, Metairie—504-837-2346 

LA, Shreveport—318-869-1665 
MA, Brookline —617-738-0800 
Mi, Grand Rapids—616-453-7748 
Mi, Southfield 313-358-3670 
MN, St. Paul—612-786-6030 

MO, Manchester—314-789-1117 
MS, Jackson—601-362-0315 

MT, Billings —406-252-4154 

NE, Omaha—402-391-7550 

NJ, Livingston—201-994-1810 
NJ, Merchantville —609-665-5322 
NY, Albany—518-869-3541 

NY, New York—212-777-7440 

NY, Poughkeepsie—914-485-3144 
NY, Rochester—716-473-5310 
NY, Syracuse—315-476-3232 
NC, Charlotte—704-375-4464 
NC, Greensboro—919-854-2199 
NC, Raleigh—919-834-9230 

OH, Cincinnati—513-321-8787 
OH, Cleveland—216-587-5565 
OH, Columbus—614-457-8515 
OK, Oklahoma City—405-843-9789 
PA, Carnegie—412-276-8900 

PA, Dunmore—717-961-5005 

SC, Greenville—803-233-4760 
TN, Nashville—615-256-1074 

TX, Amarillo—806-373-4751 
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TX, Austin—512-444-1835 

TX, Dallas—214-631-8150 

TX, Fort Worth—817-333-7116 
TX, Lubbock—806-744-2376 
TX, San Antonio—512-650-9005 
VA, Arlington—703-486-2237 
VA, Richmond—804-288-4059 
WA, Seattle—206-789-1600 

WA, Spokane—509-323-8600 
WI, Milwaukee—414-257-0211 
UT, Salt Lake City—801-484-0411 
BC, Vancouver—604-875-6251 
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ROBERTS-GORDON APPLIANCE CORP. 
1250 William St. 
Buffalo, NY 14250 


412-327-7000 
Sales: Nick Antonuccio, Vice President, 


Marketing ! 
Engineering: Harry Abrams, Vice President, 
Engineering 


AR, Little Rock—501-375-1181 
CA, Cerritos—213-921-3421 


FL, Ft. Myers—813-775-8205 

GA, Atlanta—404-457-5561 

Hi, Honolulu—808-841-7333 

IN, Indianapolis—317-849-4201 
1A, Bettendorf —319-355-5623 
KS, Kansas City—913-722-1244 
KS, Wichita—316-263-7191 

LA, Kenner—504-467-1793 

LA, Shreveport—318-839-1665 
MD, Baltimore—301-889-2070 
MA, Sommerville—617-628-3000 
MI, Northville—313-348-3377 
MN, St. Paul—612-454-0792 

MO, Gaithersburg—301-948-0020 
NJ, Fair Lawn—201-791-3157 
NM, Albuquerque—505-881-7070 
NY, North Boston—716-649-7700 
OH, Cincinnati—216-745-9069 
PA, Canonsburg—412-343-5250 
PA, Flourtown—215-233-1822 
TN, Memphis—901-274-6000 

TX, Grapevine—817-481-1583 
TX, Houston—713-690-0311 

TX, San Antonio—512-824-7683 
UT, Salt Lake City—801-486-0165 
VA, Ashiand—804-798-9056 

WA, Issaquah—206-392-2716 

WI, Milwaukee-—414-464-5900 
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Sales: Edwin J. Anderson, National Sales 
Manager 

Engineering: Terrance A. Lish, Chief 
Engineer 

Production: Roy A. Schaffer, Production 
Manager 

Sales offices 

AL, Birmingham—205-252-3119 

AR, Little Rock—501-375-8227 

CA, Menlo Park—415-323-3137 


CO, Denver—303-595-3921 
CT, Bloomfield—203-243-0361 


IL, Sugar Grove—312-466-7100 
IN, Indianapolis—317-872-6883 
IN, South Bend—219-233-1149 
1A, Davenport—319-386-6582 
1A, Des Moines—515-243-5144 
KS, Overland Park—913-341-7210 
MA, Maiden—617-322-8800 
Mi, Grand Rapids-—616-245-8000 
Mi, Kalamazoo—616-381-7370 
Mi, Royal Oak —313-549-6222 
Mi, Saginaw—517-754-0409 
MN, St. Paul—612-698-0089 
MS, Jackson—601-969-9119 
MO, St. Louis—-314-776-0024 
MT, Butte—406-782-6366 
NH, Concord—603-228-0111 
NJ, Cherry Hill—609-428-7765 
NJ, Fords—201-225-3430 
NM, Albuquerque—505-884-0261 
NY, Farmingdale—516-420-1070 
4 Rochester—716-244-3140 

NC, Fayetteville—919-484-5796 
NC, Raleigh—919-851-0603 
NC, Summerfield 
NC, Wrightsville—919-343-1257 
OH, Cincinnati—513-741-7070 
OH, Cleveland—216-261-3700 
OH, Columbus—614-481-8121 
OH, Talimadge—216-630-9977 
PA, Pittsburgh—412-931-6140 
PA, West Reading—-215-372-9100 
SD, Rapid City—605-348-2033 
TN, Knoxville—615-524-2031 
TN, Memphis—901-278-7211 
TN, Nashville—615-297-2627 
TX, El Paso—915-544-8103 
TX, Ft. Worth—817-335-4648 
TX, Houston—713-644-8078 
TX, Lubbock—806-747-3581 
UT, Salt Lake City—801-364-1926 
VA, Leesburg—703-471-1811 

or 703-777-5440 

WA, Seattle—206-632-1000 
WI, Germantown—414-255-2610 
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RUSKIN AIR HANDLING SPECIALTIES 
P.O. Box 129 
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Grandview, MO 64030 
816-761-7476 
Sales: Richard M. Plettner, Vice President, 


Marketing 
Engineering: Robert Van Becelaere, 
Production: Irv Clements, Director, 
Manuf 
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Ss 
SELKIRK METALBESTOS 
COMMERCIAL/INDUSTRIAL 
OPERATIONS 
P.O. Box 631 
St. Rt. 93 
Logan, OH 43138 
614-385-5671 
Sales: Don Panetta, National Sales 
Manager 
Engineering: Reed M. Bailey, Staff 
Engineer 
Sales offices 
AL, Birmingham—205-942-4766 
AK, Anchorage—907-562-2608 
AZ, Phoenix—602-299-8981 
AZ, Scottsdale—602-945-1717 
AR, Little Rock—501-663-9421 
CA, Sacramento—916-381-2552 
CA, San Carlos—415-591-7392 
CA, Solana Beach—619-452-0531 
CA, Westminster—714-895-1411 
CO, Englewood—303-761-2291 
CT, Bloomfield —203-243-1491 
FL, Hollywood—305-652-5174 
FL, Jacksonville—904-731-9111 
FL, Thonotosassa—813-986-3344 
GA, Atlanta—404-875-0874 
HI, Honolulu—808-839-7731 
ID, Boise—208-343-4977 
IL, Elk Grove Village —312-593-0010 
IN, Indianapolis—317-255-5416 
1A, Des Moines—515-274-9191 
KS, Shawnee Mission—913-236-7205 
KS, Wichita—316-264-6816 
LA, New Orleans—504-733-3366 
LA, Shreveport—318-222-9251 
ME, S. Portland—-207-799-8533 
MD, Baltimore—301-366-0611 
Mi, Grand Rapids—616-784-6171 
Mi, Madison Heights—313-585-6670 
MN, Minneapolis—6 112-884-8266 
MS, Jackson—601-362-0315 
MO, St. Louis—314-968-1177 
MT, Billings —406-248-8373 
MT, Great Fallis—406-727-5335 
MT, Missoula—406-549-6113 
NE, Omaha—402-344-4311 
NH, Nashua—603-888-6804 
NJ, Kenilworth—201-241-4400 
NM, Albuquerque—-505-243-2219 
NY, Albany—518-482-8833 
NY, Buffelo—716-896-8811 
NY, N. Tarrytown—914-332-0088 
NY, Rochester—716-473-7242 
NY, Syracuse—315-472-6311 





PA, Camp Hill—717-763-5636 
PA, Pittsburgh—412-341-9181 
SC, Greenville—803-233-5379 
TN, Knoxville—615-546-6610 
TN, Memphis—901-274-5135 


TX, Corpus 

TX, Dallas —214-243-1430 

TX, El Paso—915-533-1231 

TX, Houston—713-923-9461' 

TX, Lubbock —806-744-2376 

TX, San Antonio—512-341-2207 
UT, Salt Lake City—801-972-4600 
VA, Ashland—804-798-1318 

VA, Virginia Beach—804-422-6261 
WA, Lynnwood—206-774-1441 
WV, Charleston—304-344-8094 
WI, Mitwaukee—414-228-7910 


NS, Stellarton—902-752-5532 
ON, Downsview—416-745-0144 
PQ, Montreal—514-354-3114 
SK, Regina—306-584-3200 
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SHELL CHEMICAL CO. 

P.O. Box 2463 

900 Louisiana St. 

Houston, TX 77001 
713-241-6161 

Sales offices 

CA, Richmond—415-233-6670 
FL, Tampa—813-871-4333 

FL, Tampa—800-237-4284 

IN, Indianapolis—317-848-1812 
KS, McPherson—800-851-5039 
Mi, Southfield —313-827-1100 
NY, Plattsburgh—518-561-0190 
NC, Asheville—704-254-8141 
TX, Plano-——800-527-4408 
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SHUFORD MILLS, INC., TAPE DIV. 
P.O. Box 1530 
Highland Ave. and 15th St. 

28603 


Production: Eugene Landis, Jr., Plant 
Manager 


Sales offices 


CA, La Habra—213-477-1088 
CA, South San Francisco—415-873-4353 
CO, Denver—303-777-4471 


GA, Atlanta—404-691-1500 

IL, Alsip —312-597-5500 

IL, Peoria—309-686-4444 

IN, Evansville—812-477-5269 

IN, Ft. Wayne —219-422-7236 

IN, Indianapolis—317-251-9233 
1A, Des Moines—515-274-9191 
KY, Louisville—502-267-9636 

LA, Jefferson—504-831-6656 
LA, Shreveport—318-865-3514 
MD, Cockeysville—301-667-6300 
MD, Laureli—301-953-0190 

MA, Norwood—617-762-9000 
Mi, Detroit—313-882-9565 

Mi, Grand Rapids—616-459-1156 
Mi, Kalamazoo—616-343-2567 
Mi, Wixom—313-349-4200 

MN, Eden Prairie —612-944-8730 
MS, Jackson—601-939-7077 
MS, Long Beach—601-863-4333 
MO, Kansas City—816-221-0781 
MO, St. Louis—314-631-4400 
MT, Billings —406-248-1616 

NE, Omaha—402-344-4311 

NJ, Riverdale—201-838-8282 
NM, Albuquerque—505-243-2247 
NY, Buffalo—716-836-4500 

NY, Latiham—518-783-9812 

NY, New York City—212-233-5656 
NY, Rochester—716-473-7242 
NY, Syracuse—315-475-5129 
NC, Greensboro—919-294-3838 
NC, Raleigh—919-876-3846 

OH, Cincinnati—513-891-6122 
OH, Coiumbus—614-882-1916 
OH, Columbus—614-451-2433 
OH, Stow—216-686-1622 

OK, Oklahoma City—405-239-7301 
OR, Portland—503-287-7781 

PA, Pittsburgh—412-471-1629 
PA, Willow Grove—215-657-6770 
SC, Clover—803-831-2735 

SC, Greenville—803-242-4628 
SC, irmo—803-781-0410 

TN, Knoxville—615-584-1517 

TN, Mempnis—901-324-6610 


TN, Nashville—615-292-7788 

TX, El Paso—915-533-7575 

TX, Houston—713-266-0940 

TX, Lubbock—806-747-2927 

TX, Mesquite—214-681-1771 

TX, San Antonio—512-736-2201 
UT, Salt Lake City—801-973-0154 
UT, Salt Lake City—801-487-5709 
VA, Richmond—804-359-5703 
WA, Lynnwood—206-774-6602 
WV, Nitro—304-755-0134 

WI, Appleton—414-731-1281 

WI, Brookfield—414-781-3152 
MB, Winnipeg—204-668-4408 
ON, Weston—416-749-8244 

PO, St. Laurent—514-334-1050 
Page 314 

SONNEBORN DIV., WITCO CORP. 
520 Madison Ave. 

New York, NY 10022 
212-605-3673 

Sales offices 

CA, Los Angeles—213-277-4511 
tL, Melrose Park —312-344-4300 
NY, New York—212-605-3908 

TX, Houston—713-932-8460 

ON, Willowdale—416-497-9991 
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SPIRAX SARCO, INC. 

1951 26th St., SW 

Allentown, PA 18103 

215-797-5830 

Sales: R. D. Hoffman, Vice President, Sales 

Engineering: T. Carr, Chief Engineer 

Production: K. Flores, Plant 
Superintendent 

Sales offices 

AL, Birmingham—205-987-3359 

AL, Mobile—205-476-6174 

AK, Anchorage—907-248-0000 

CA, Los Buriingame—415-342-31 77 

CA, Santa Fe Springs —213-949-0500 

CO, Denver--303-573-7100 

CT, Naugatuck—203-575-1829 

FL, Pompano Beach—305-979-2499 
or 305-947-9151 

FL, Jacksonville—904-731-9111 

FL, Orlando—305-657-6360 

FL, Tampa—813-623-3762 

GA, Atlanta—404-449-1082 

GA, Decatur—404-294-5782 

H!, Honolulu—808-845-9386 

ID, Boise—208-343-4977 

IL, Chatham—217-483-2500 

IL, Franklin Park —312-455-4665 

IL, Moline —309-762-1537 

iL, Peoria—309-693-3622 

IN, Fort Wayne—219-482-4811 

IN, Indianapolis—317-255-9603 

1A, Des Moines—515-274-9191 

tA, Sioux City--712-276-3588 

KS, Lawrence—913-749-4013 

KY, Louisville—502-459-9131 

LA, Baton Rouge—504-272-4420 

LA, Lafayette—318-234-1405 

LA, Kenner—504-466-3401 
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LA, Kenner—504-466-6991 

MD, Baltimore—800-251-7676 
MD, Rockville—301-468-4940 

MA, Holden—617-829-4485 

MI, Farmington Hilis—313-626-3371 
MN, Minneapolis—612-721-6237 
MO, St. Louis—314-481-7925 

NE, Omaha—402-344-4311 

NJ, Kenilworth—201-964-6070 
NM, Albuquerque—505-242-3444 
NY, Albany—518-463-6607 

NY, Buffalo—716-874-2900 

NY, Long Island City—718-392-8660 
NY, Rochester—716-288-1600 

NY, Syracuse—315-437-8666 

NC, Charlotte—704-364-0929 

NC, Shelby—704-482-2711 

OH, Columbus—614-481-8121 
OH, Dayton—513-275-5007 

OH, Milford —513-232-1123 

OH, North Canton—216-499-9766 
OH, Toledo—419-255-3868 

OH, Westlake—216-871-2827 

OK, Oklahoma City—405-848-6661 
OR, Portiand—503-232-61 11 

PA, Allentown—215-797-5830 

PA, Harrisburg—717-236-5906 
PA, King of Prussia—215-337-9995 
PA, Pittsburgh—412-922-1551 

Ri, Warwick—401-739-6650 

SC, Mt. Pleasant—803-881-2811 
TN, Knoxville—615-577-3030 

TN, Memphis—901-388-4444 

TN, Nashville—-615-327-4640 

TX, Corpus Christi—5 112-949-8566 
TX, Houston—713-674-0361 

TX, Irving—214-986-1506 

TX, Midland—915-561-9900 

TX, Winnie—409-296-9152 

UT, Salt Lake City—801-261-1119 
VA, Richmond—804-794-6994 

WA, Bellevue—206-883-9000 

WA, La Center—206-263-4105 
WA, Spokane—509-624-3002 

WV, Charleston—304-342-7970 
WI, New Berlin—414-782-3606 
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SPORLAN VALVE CO. 

7525 Sussex Ave. 

St. Louis, MO 63143 
314-647-2775 

Sales offices 

AL, Birmingham—205-822-2674 
CA, Norwalk—213-864-7428 

CA, San Carlos—415-591-6669 
FL, Dunedin—813-785-5546 

GA, Marrietta—404-425-3317 

IL, Chicago—312-445-9219 

KS, Overland Park—913-648-3360 
MA, Bellingham—617-966-0022 
MI, Southfield—313-352-1330 
MN, Minnetonka—612-933-3100 
MO, St. Louis—314-647-2775 
NJ, Little Ferry —201-641-1300 
NY, Syracuse—315-455-1115 
NC, Charlotte—704-537-9005 


OH, Cincinnati—513-521-9992 
OH, Cleveland—216-884-1413 
OK, Tulsa—918-627-7470 

OR, Sandy—503-668-7804 

PA, Glenside—215-572-5144 
TN, Brentwood—615-373-0555 
TX, Dallas—214-357-1555 

TX, Houston—713-783-5117 
VA, Sterling—703-471-5688 
ON, Scarborough—416-292-4200 
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SQUARE D CO. 


800 E. Kearney 

Mesquite, TX 75149 

214-288-7431 

Sales: Dennis E. Donohoe, Marketing 


Manager 
Engineering: Steve E. Conner, Engineering 
M 


anager 
Production: John A. Farrington, Plant 
Manager 
Sales offices 
AZ, Mesa—602-897-7272 
CA, Menlo Park—415-325-4885 
FL, Tarpon Springs —813-938-5836 
GA, Roswell—404-998-2674 
IL, Arlington Heights —312-956-8200 
1A, Des Moines—515-274-4166 
MA, Canton 
NY, Albany—518-465-0066 
NC, Greensboro—919-288-9369 
ND, Fargo—701-232-0589 
OH, Westerville—614-890-7923 
PA, New Cumberland—717-774-0362 
TN, Memphis—901-683-5091 
TX, Dallas—214-638-0591 
UT, West Jordan—801-561-0711 
WA, Redmond—206-883-8785 
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STANDARD REFRIGERATION CO. 
2050 N. Ruby St. 

Melrose Park, iL 60160 

312-345-5400 

Sales offices 

CA, Harbor City—213-325-3420 

GA, Conyers—404-483-3667 

MA, Great Barrington—413-528-1181 
NY, Cold Springs Harbor—516-367-9200 
PA, Downington—215-269-5459 
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STERLING GAS-FIRED HEATING 
EQUIPMENT 

260 North Eim St. 

Westfield, MA 01085 

413-568-9571 

Sales: Clyde Whipkey, Sales Manager 

Engineering: Dennis Strom, Vice President, 
Chief Engineer 

Production: James Burk, Vice President, 
Plant Manager 

Sales offices 

GA, Austell—404-941-1653 

MA, Westfield —413-568-9571 

PA, Ellwood City—412-752-9495 
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CA, Los Angeles—213-587-1227 
CA, Oakiand—415-569-0510 
GA, Atlanta—404-355-9720 

iL, Chicago—312-376-3435 

KS, Kansas City—913-371-6777 
NJ, Pennsauken—609-665-0014 
PA, Pittsburgh—412-781-4628 
TX, Houston—713-675-6457 
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SULLAIR CORP. 

3700 E. Michigan Bivd. 

Michigan City, IN 46360 

219-879-5451 

Sales: Dave Mantei, Sales Manager 

Engineering: Dennis Tiede, Application 
Engineer 

Sales offices 

CA, Long Beach—714-371-7047 

IN, Michigan City—219-879-5451 
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SUPERIOR VALVE CO. 
2200 N. Main St. 
Washington, PA 15301 
412-225-8000 


CA, Los Angeles—213-927-6533 
GA, Chamblee—404-451-8828 
IL, Elmhurst—312-832-2500 
MN, Minneapolis—612-789-8861 
TX, Beilaire—713-661-7353 

TX, Dallas—214-869-1200 
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T-DRILL 

4357-B Park Dr. 

Norcross, GA 30093 

404-925-0520 

Sales: Bill Christensen, Manager, Industrial 
Machinery 

Engineering: Tobin Whitehurst, Application 

r 


Sales offices 

CA, Costa Mesa—714-751-8002 
CO, Parker—303-841-2817 

CT, E. Hartland—203-653-3073 

FL, Coral Springs —305-752-3773 
GA, Lithonia—404-482-9731 

Hi, Ewa Beach—808-682-1541 

IL, Indianhead Park—312-246-3495 





IL, Lombard—312-620-1566 

Mi, Grand Rapids—616-361-8828 
MN, Rochester—507-288-1666 
MO, Fenton—314-343-5282 

MO, St. Louis—314-426-0100 
OH, Cincinnati—5 113-772-7474 
CK, Tulsa—918-743-1275 

PA, Narberth—215-667-1010 

PA, Wexford—412-935-5000 

SC, Taylor—803-292-2155 

TN, Chattanooga—615-870-4833 
TN, Germantown—901-754-5420 
TX, Everman—817-478-8315 

TX, Houston—713-464-8383 

WA, Kirkland—206-821-7726 

WI, Menomonee Falls—414-252-4550 
ON, Markham—416-475-3753 
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TITUS MFG. CO. 

Div. of Philips Corp. 

Box 2350 

Richardson, TX 75080 

214-699-1030 

Sales: Edward Graham, Vice President, 
Sales & Marketing 

Engineering: Marv DeHart, Vice President, 


Engineering 

Production: Terry O'Halloran, Vice 
President, Operations 
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TJERNLUND PRODUCTS, INC. 

1601 9th St. 

White Bear Lake, MN 55110 
612-426-2993 

Sales: Timothy Dwyer, Sales Manager 
Engineering: Thomas J. Tjerniund, Vice 


CA, San Francisco—415-431-7614 

CA, Upland—714-981-1144 

CO, Denver —303-388-2127 

GA, Alpharetta—404-475-5577 

IN, Michigan City—219-874-3156 

1A, Des Moines—515-276-0749 

LA, Baton Rouge—504-272-6755 

MA, Scituate—617-482-1033 

Mi, Grand Rapids—616-458-9026 

Mi, Pontiac—313-852-7610 

MN, Long Lake—612-475-1893 

MO, St. St. Louis—314-569-2692 

NJ, Gillette—201-647-0591 

NY, Camillus—315-638-2806 

NC, Matthew—704-847-6751 

OH, Cincinnati—5 113-825-2617 

OH, New London—419-929-1582 

PA, Greenock—412-751-2700 

PA, West Point—215-699-3592 
or 215-247-1232 

TN, Memphis—901-332-3232 

TN, Nashville—615-297-4664 

TX, Carroliton—214-991-5530 

TX, Houston—713-464-5544 

VA, Springfieid—703-451-7300 


ON, 
ON, Windsor—519-256-1861 
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TOMOE VALVE 
11-17-1-Cho™= ! isubo 
Honmachi Nishi-ku 
Osaka 550 Japan 382 
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3600 Pammei Creek Rd. 

LaCrosse, WI 54601 

608-787-2000 

Sales offices 

AL, Birmingham—205-251-2421 
AL, Mobile—205-343-9504 

AZ, Phoenix —602-437-9600 

AR, Little Rock—501-661-0621 

CA, City of industry —818-961-7181 
CA, Fresno—209-252-7896 

CA, La Mesa—619-462-2843 

CA, Sacramento—916-929-6600 
CA, South San Francisco—415-875-9300 
CO, Englewood—303-779-0787 
CT, Avon—203-678-176% 


FL, Jacksonville—904-398-1414 

FL, Tampa—813-877-8251 

FL, Winter Park —305-647-2234 

GA, Atianta—404-355-7500 

Hi, Honolulu—808-845-6662 

IL, Batavia—312-879-9460 

IL, Hillside—312-449-1600 

IL, Peoria—309-691-4224 

IN, Indianapolis—317-255-8777 

IN, South Bend—219-288-4914 

1A, Davenport—319-391-0300 

1A, Des Moines—515-282-1111 

KS, Overland Park—913-492-8414 

KS, Wichita—316-265-9655 

KY, Louisville—502-499-7000 

LA, Metairie—504-831-0601 

LA, Shreveport—318-865-5663 

MD, Rockville—301-984-2400 

MD, Timonium—301-252-8100 

MA, Wakefield —617-245-5702 

Mi, Farmington Hilis—313-477-0500 

Mi, Flint—313-767-7800 

Mi, Grand Rapids—616-243-5324 

MN, Minneapolis—612-861-7232 

MS, Jackson—601-956-9211 

MO, St. Louis—314-968-0850 

MT, Billings —406-252-2179 

NE, Omaha—402-391-8500 

NV, Las Vegas—702-876-7530 

NM, Albuquerque—505-884-2044 
; 201-994-4370 

NY, Buffalo—716-837-0120 

nY, East S 15-437-7214 

NY, Latham—518-785-1315 

NY, New York—212-868-0066 

NY, Rochester—716-244-9630 


NC, Charlotte—704-525-9600 
NC, Fargo—701-235-0521 
NC, Greensboro—919-378-0680 
OH, Cincinnati—513-621-7126 
OH, Dayton —513-222-1238 
OH, Solon—216-248-3400 
OH, Toledo—419-537-1551 
OH, Westerville—614-895-2222 
OK, Oklahoma City—405-946-6461 
OR, Lake 503-620-8031 
PA, Harrisburg—717-652-4261 
PA, King of Prussia—215-783-0310 
PA, Pittsburgh—412-922-9700 
PA, Wilkes-Barre—717-829-2438 
Ri, East Providence—401-434-3145 
SC, Columbia—803-776-2130 
SC, Greenville—803-277-6652 
SD, South Dakota—605-336-8500 
TN, Knoxville—615-588-0607 
TN, Memphis—901-345-6000 
TN, Nashville—614-242-0311 
TX, Dallas—214-358-4301 
TX, Houston—713-530-9850 
TX, Lubbock—806-747-0266 
TX, San Antonio—512-657-0901 
UT, Salt Lake City—801-487-4665 
VA, Richmond—804-288-8301 
VA, Roanoke—703-563-2828 
VA, Virginia Beach—804-499-4161 
WA, Redmond—206-643-4310 
WA, Spokane—509-535-9057 
WV, Charleston —304-346-0549 
WI, Appleton—414-734-4531 
WI, Brookfisid—414-784-2970 
WI, Madison—608-274-2550 
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UNITED MCGILL CORP. 

One Mission Park 

P.O. Box 7 

Groveport, OH 43125 

614-836-9981 

Sales: Wayne W. Custer, Vice President and 
General Manager 

Engineering: Kenneth B. Scott, Director, 
Engineering 

Production: Mel Tomlinson 

Sales offices 

CA, Stockton—209-466-2351 

FL, Orlando—305-841-7953 

GA, Griffin—404-228-9864 

IL, Oakbrook—312-325-4181 

NJ, Jamesburg—609-655-1711 

OH, Blue Ash—513-563-8822 

OH, Westerville—614-882-7401 

SC, Fountain inn—803-862-4463 

TX, Euless—817-571-3653 

TX, Hillsboro—817-582-5392 

TX, San Antonio—512-821-6499 

VT, Bennington—802-442-8536 

ON, Mississauga—416-858-7672 
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U.S.A. COIL & AIR, INC. 
P.O. Box 161 
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16 S. Lansdowne Ave. 

Lansdowne, PA 19050 

215-622-4414 

Sales: David McCool, Chief Sales Engineer 

Engineering: Thomas L. Jacobs, Chief 
Engineer 

Production: Robert M. Kuech, Production 


AL, Birmingham—205-967-3722 
CT, New Haven—203-865-0584 
IL, Schaumburg—312-289-7845 
KY, Lancaster—606-5486-3511 
LA, Baton Rouge—504-291-1064 
ME, Portland—207-773-6426 
MD, Joppa—301-679-8424 

MI, Troy —313-583-1661 

NE, Omaha—402-339-9177 

NY, East Aurora—716-652-3944 
NY, Tonawanda—716-832-7616 
OH, Batavia—513-732-1827 
OH, Massillion—216-833-7641 
OH, Toledo—419-244-8654 

OH, Westerville—614-891-1166 
PA, Allentown—215-767-4644 
PA, Canonsburg—412-746-4600 
SC, Fort Mill—803-548-4800 
TX, Dei Valle—512-247-4947 
TX, Houston—713-443-7292 
VA, Richmond—804-264-2911 
WA, Seattle—206-284-8240 

WI, Milwaukee—414-527-3405 
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THE VIKING CORP. 

210 N. industrial Park Rd. 

Hastings, MI 49058 

616-945-9501 

Sales: Randy De Pouw, Manager 
Marketing Services 

Engineering: John Ramsey, Manager 
Technical Services 

Sales offices 

CA, Fullerton—714-992-5276 

GA, Atlanta—404-696-4589 

IL, Arlington Heights—312-437-0330 

KS, Kansas City—913-321-9731 

NY, Central Valley —914-928-9411 

OH, Columbus—614-876-1800 

TX, Dallas—214-490-0155 

WA, Seattle—206-282-3141 
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WEBSTER ENGINEERING & MFG. CO., 
INC. 

619 Industrial Rd. 

P.O. Drawer 748 

Windfield, KS 67156 

316-221-7464 

Sales: Larry Wolfe, Sales Manager; Verle 
Goodnight, Customer Services Manager 

Sales offices 


AL, Birmingham—205-251-4074 
CA, Foster City—415-574-0110 
CA, Modesto—209-576-0726 
CA Orange—714-953-4192 

CO, Lakewood—303-232-2664 


IN, Zionsville—317-872-9455 

1A, Ft. Dodge—515-955-6088 

LA, Jefferson—504-831-6656 

MD, Baltimore—301-433-1600 
MA, South Lancaster—617-368-0803 
Mi, Detroit—313-535-0990 

MN, Minneapolis—612-866-5550 
MN, Minneapolis—612-721-6237 
MO, St. Louis—314-631-4400 

NE, Omaha—402-341-0541 

NV, Sparks—702-358-1825 

NJ, Edison—201-985-9200 

NY, Baldwin—516-233-4000 

NY, Buffalo—716-896-8811 

NY, Rochester—716-454-7474 
NY, Syracuse—315-472-6311 

NC, Greensboro—919-288-6222 
OH, Cleveland—216-231-7070 
OR, Tigard—503-684-2712 

PA, Broomall—215-544-3400 

PA, Lemoyne—717-761-1550 

PA, Pittsburgh—412-821-8900 
TN, Memphis—901-274-5153 

TX, Houston—713-641-0321 

TX, Lubbock—806-763-9323 

TX, Mesquite—214-861-1771 

UT, Salt Lake City—801-972-4600 
VA, Christiansburg—703-387-3135 
VA, Virginia Beach—804-425-7600 
WI, Milwaukee—414-963-0350 
BC, Burnaby—604-524-9561 

BC, New Westminister —604-299-6265 
PQ, St. Hyacinteh—514-774-5326 
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WEIL-McLAIN, A MARLEY CO. 

Blaine St. 

Michigan City, IN 46360 

219-879-6561 

Saies: L. Herker, Vice President, Marketing 

Engineering: R. Duggan, Vice President, 
Engineering 

Production: M. Jadvani, Vice President, 
Manufacturing 

Sales offices 

IL, Chicago—312-992-3770 

MA, Waltham—617-647-9490 

NJ, Hackensack—201-488-2885 

PA, Philadelphia—215-329-5545 
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WESTINGHOUSE ELECTRIC CORP. 
VECTROL Div. 

110 Douglas Rd. 

P.O. Box 819 

Oldsmar, FL 33557 

813-855-4621 
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Saies: Dave C. Bouldin, President, General 
Manager 

Engineering: Dean Peterson, Chief 
Engineer 

Page 413 


Y 
YARWAY CORP. 
Biue Ball, PA 19422 
215-825-2100 
Sales: Herbert H. Hittner, Manager, 
Distributor Products Div. 


Sales offices | 

CA, Orinda—415-254-5330 

IL, Wheaton—312-668-4800 

PA, Spring House—215-646-7425 
TX, Houston—713-931-6900 

ON, Guelph—519-824-8500 
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YOUNG RADIATOR CO. 

2825 Four Mile Road 

Racine, WI 53404 

414-€39-1010 

Sales: R. J. Dezek, Industrial Div. Sales 
Manager 

Sales offices 

AL, Birmingham—205-595-1172 

CA, Hacienda Heights—818-333-1264 

CA, S. San Francisco—415-871-8448 

CO, Denver—303-761-7616 

GA, Macon—912-746-7645 

IL, Bridgeview—312-430-4000 

IN, indianapolis—317-897-1222 

LA, New Orleans—504-861-2547 

MD, Hagerstown—301-790-0500 

MA, Hudson—617-562-9112 

Mi, Detroit—313-366-8134 

Mi, Muskegon—616-722-2729 

MN, West St. Paul—612-455-1241 

MO, Normandy—314-385-1621 

MO, Sugar Creek—816-254-5005 

NY, New York—212-966-5985 

NY, Orchard Park—716-662-2585 

NC, Charlotte—764-554-8570 

OH, Cincinnati—513-271-8900 

OH, Twinsburg—216-425-7814 

OK, Oklahoma City—405-677-6622 

OK, Tulsa—918-582-9915 

PA, Media—215-566-7373 

PA, Pittsburgh—412-781-7110 

TN, Memphis —601-368-9624 

TX, Addison—-214-931-8666 

TX, Houston—713-522-7649 

UT, West Jordan—801-561-0222 

VA, Richmond—804-282-6501 

WA, Seattle—206-243-3123 

AB, Calgary —403-242-0722 

ON, Agincourt—416-291-9049 

Page 382 
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Locating recently published HPAC articles 


This index lists feature editorial material appearing in HPAC 
in 1984 as well as articles from HPAC's You'll Want to Know 


Department. For each entry, 


the month and year of publica- 


tion are given (for example, Aug 84) followed by the page 
number. Material is indexed by type of system, construc- 
tion, or function. For example, the article “Control of Coil 


Loop Heat Recovery System 


s” is indexed under the key 


words “Control,” “Coil,” “Loop,” and “Heat.” All regular col- 


umns are included. 





Regular columns 





The Law and Your Profits 


All are authored by Ri A Brown 


Age Discrimination 

Arbitration 

Trademarks and oe Names .. 

Promissory Esto 

Tax, Mechanics a 

Complaint Amendment 

Promissory Estoppel 

Courts Back Contractor’s Union, 
union Firms 

Public Works Wage Laws 

Executive Order Can't Protect tecay 


Roger Haines on Controls 
All are authored by R. W. Haines 
Proportional Plus Integral Control 


System Gains Fe’ 

Readers’ Comments and Replies 
ar84 

Estimating Energy renee 


pee me HVAC Systems 

Fan Energy—P vs. PI Control . 

Control Strategies for VAV 

Monitoring and Control Without Com- 
puters 

Temperature and Humidity Control for 
Electronic Manufacturi Nov84 

Humidity Sensors, Three- uct Multi- 
zone, Standard Protocol 84 


.Aug84 
Se 


Fundamentals to Frontiers 

All are authored by W. J. Coad 

DX Control Problems with VAV Jan84 

Freeze Prevention of Steam Heating 
Coils: I Feb84 

Freeze ees of Steam — 
Coils: I 


Energy Economics of Domestic Mot 
Water Systems Jul84 

Central 

Central Plants—II 

Ideal Terminal Control and Distribu- 
tion Systems: 1 .............. Oct84 

Ideal Terminal Control and Distribu- 
tion Systems: II N 


HPAC Data Sheets 
ph Estimates Fuel Oil Flow 
and Density at Different Tempera- 


noma hs Determine Mixed Air 
| Conditions Feb84 
Nomoerph Estimates Cost of - Wa- 


Nememash Determines Steam Veloc. 
ity in Piping May84 
Nomograph Estiinates Eificiency. of 
ee eaters Aug84 








Single copies 
avai , or 
be oy at nominal yt 
article length from Ms. 
yee 


30908 cy ty 
($5.00 issue, ay 


Mlendorm ene is also 


‘erox from University 
Mi Rd., Ann Arbor, 


over) can be obtained from 


Heating/Piping/Air Conditioning, 1111 
Une’ Chocland OH 1H 44114. 


Chester 


published articles (tear 


vite 
fag 7, yo Cc onditioning = 


PAC Info 


Heat 
order). ne/ 














Adjustable Frequency Inverters. A 
Primer on, by M. R. Branda ..Aug84 
Air Cleaners Solve Venting “ 


Apr84 

Air Condition Building. Screw Com- 
pressors May84 
Air Conditioniag Performance. How 
Coi! Sélection Affects, by O. J. — 


baum 
Air Conditioning. Tough Challenges in 
84 for Nonresidential, by D. L. Mc- 
Ewan Jan84 
Air Doors. Hospitals, Plant Install 
Nov84 
Air Flow Rates. Nom a Relates 
Mass, Volumetric, by 


Air in Ducts. Nomograph Seaueaines 
Density of, by W. Sisson Dec84 

Air Stream Conditions. na Zanker 
Determine Mixed, by A 


Dec84 

Air Testing of Smokeproof Stairwells, by 
W. T. Ritter Apr84 
Air? Tight Building ee s It 
Hot, by D. Int-Hout, Hl Jan84 
Air-to-Air Energy Recovery Will Re- 
cover and Expand in 1984, by J. A. 
Pash Jan84 
Air Transport Factor. ATF:, by W. Tao 
Apr84 

Altitude Simulation. Environmental 
Chamber Design: High, by G. V. R. 
Holness Feb84 
Applied Packaged Systems. 1984: More 
Growth for, by B. W. Bonniver, Jr. 
Jan84 

Arena. Heat Recovery System 7 - 


Apr. 84 
Automatic Flow Control Valves. Energy 
Conservation with, by D. Phillips 


57 
95 


Dec 84 

Automation. Direct Digital Control in 
Buildi A 

Automatic Flow Control Valves. Energy 
Conservation with, by D. e~ 


Automation Systems: An Owner's 
Point of View. Building, by J. M. 
Fischer Jan84 

ameecn of Hydronic Systems. Retro- 

Mar84 


fit- Hibbard 
Bank Energy. Driveline mop bo 
Banking Center Retrofit. No More Re- 


heat:, by G. Avery Mar84 
Bank Instalis Water Source Heat _ 


Tra Auge 
Boiler Blowdown Heat Recovery, ey ve 


Traudt Aug 
Boiler Calculations. Steam (Open for 
Discussion), by L. D. Buri... . Jan84 
Boiler Flooding (Open for Discussion), 
by J. P. Gratiot a 


S 
pohero Oxygen Trim Control, by x. J. 
Slevin Nov84 
Boiler Plant Design. Modern, by W. Tao 
and H. C. Laird Nov84 
Boilers and Heaters. “Ky 
mates Efficiency, by V 


Aug 
Boilers ty School District Money. 
Dual Fuel May84 
Boiler ene Lower Hospital Heating 
Cos Jul84 


VAV 
Branch Lines. Reduced Sized Ventin 
for Plumbing, by L. S. Galowin and J. 
Cook Jan84 
Brine at Soda Ash Plant. we Pe 
ar’ 
——, Automation. Direct Digital 
Apr84 
Building Automation Systems: An 
>“ achathee of View, by J. M. Fisch- 
Jan84 
Building Massing and Orientation 
Studies, by C. H. Jordan Oct84 


C 


CAD Applications al ” HVAC jw A 
neer, by L. J. Enge 
CAD for Under 0. 000, by J. be 


CAD. 4D, by V. E. Wright 
CAD Payback Claims. CAD-o-nomics: 
A Conservative Look at, by E. Matson 


59 


55 
41 


Jan84 123 
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Calculator. Calculate K VAR and Power 
Factor with a oe 


Caml’ Shon Spending -_ 4 sour 
Spreadsheet s mizes En- 
ergy Gonande M. E. Shanok 


Sep84 
Central Plants—I, by W. J. at, ug84 
Central Plants—Il, by W. "Coad 


Chiller Plant Operation. In 
Cooling Storage with, by C. R. Hill 
May84 


China: I. HVAC&R in, by T. a 


tion of 


koke . Sep84 
Clean Rm Facilities. HVAC Systems 
for Pherrwaceutical, by I. R. Meszaros 
Nov84 

Cogeneration Systems. Study of fnew 


Coil Freezeup. Avoiding, by T. A. yo 
laney, T. M. Maiocco, and A. G. bee 


Coil Loop Heat Recovery Systems. 
Control of, by W. Wright ug’ 
Coils: Il. Freeze Prevention of Steam 
Heating, by W. J. Coad Feb84 
Coils: II. Freeze Protection of Steam 

Heating, by W. J. Coad 
Coil Selection Affects Air Conditioning 
napa How, by O. J. 


Dec84 

College of Dentistry Instalis Controls 

Systems Jan84 

Commercial. Studies in Energy Retro- 
fit:, by S. F. Czajkowski 

Commercial Water + ow Pressure 

Loss Calculations, by S. S. Marcotte 

Mar84 

Cae Air Condition Building. 


May 
Compress Industrial ees ulla 
Stamm 


a Fire and Security ! = 
tem Performance, by A. Saiga! Nov84 
Computerized Hydraulic Calculations 
for Fire Protection. Reviewing, by W. 


Ng 
Computer Room Cooling: 
Equipment with Overhea Supply, by 
. Watson May84 
Computer Room Humidity Control by 
D. Nov84 
Computer. Psychrometric Analysis 
with a Personal, D. $ 


Computer Sizes Insulation To Avoid 
Surface Condensation. Pocket, by V 
Ganapathy 

Computers. Monitoring and Control 
Without, by R. W. Haines .... Oct84 

Computer Spreadsheet Analysis Opti- 
mizes En Con a Capital 
Spending Plans, by M. E. Shanok 

Sep84 

Condensation. Pocket Computer “4 
Insulation To Avoid Surface, by V. 
Ganapathy 8 

Condensers. Industrial Refrigeration:, 
by R. H. Stamm Nov84 

Conservation Capital Spending Plans. 
Computer Spreadsheet Analysis Opti- 
mizes Energy, by M. E. Shanok Sep84 

Consumption Compared to Ener y 
Studies. Actual Building Ene yg 
C. H. Jordan 

Consumption. Estimating Energy, ‘~ 
R. W. Haines pr84 

Control and Distribution oe I. 
Ideal Terminal, by W.J.Coad Oct84 

Control and Distribution System: II. 
Ideal Terminal, by W. J. Coad Nov84 

Control. Boiler Oxygen Trim, by M. J. 


Heating/Piping/Air Conditioning. . . 


161 


Slevin 
Control. Computer Room Humidi 
D. ——— Nov: 


Cuma ‘ol for Electronic Manufactuni 
Temperature and oe oN at 


Apres 
cise Digi Multiuse Facilities. Fire and 
Smoke, by B. S. Setty Teg 
Cae 1 Faro, W- ML by 
Goryl, and S. A. 
Co trol mtrol of Coil Loop Heat Recovery 
n 1 eat 
Sy-.ems, by W. 
: ‘ae Wik VAV. Brey 


C + eee 
Control. Proportional Plus intel by 
R. W. Haines Jan84 

Controls. Direct 
by C. M. Asbill, II 
Controls Industry. 84 Looks a Little 
Better for, by J. A. Marshall... Jan84 
Controls Needed. Education in, by 
R. W. Haines May84 
Controls System. College of Dentistry 
Installs Jan 
Control Strategies for VAV Systems, oy 
R. W. Haines 
Control Without Computers. Moni- 
toring and, by R. W. Haines .. Oct84 
Cooling. Computer Facility “Free,” by 
G. E. Starr May84 
Cooling: Remote Equipment with 
Overhead Supply. Computer Room, 
by G. R. Watson Ma y84 
Cooling Storage with Chiller Plant 
nee. Integration of, by C. R. 
May84 
Cooling System Performance. CSP:, "by 
W. Tao Mav24 
Cooling Tower Protected from Cor- 
Oct84 


rosio 
Cooling Sree eae, by L. 
Dombroski and W.I. Nelson May84 


a a Cooling Tower Protected 
Oct84 


Cost "Ansiysis Versus Payback for Eval- 
uating Project Alternatives. Life-Cy- 
cle, by G. M. Mon Se 

Cost of Hot Water. Nomograph Esti- 
mates, by V. Ganapathy A A 

Costs for School District. Energy 
troller Cuts Nov 

Costs. Heat Recovery System Controls 
Ene Jul84 

- ermal Storage Reduces Oper- 

ing Aug84 

Come VAV Diffuser Reduces meen 

A 


= a System Performance, +“ 

Tao Ma = 
CSium Pace Refrigeration Mar 

Warehouses and, by T. Belot . . jan 


DE 


Dampers and the Significance of 
ULS555S. Smoke, by R. M. ei 


Data Transmission for Hi Lightning 
Areas. Fiber Optic, by J. — 
Density at Different Tem Aig 0- 
mograph Estimates Fuel Oil Flow 
and, by V. Ganapathy Jan84 
Density of Air in Ducts. unk oo 
Determines, by W. Sisson . 
— . Medium Pressure Duct Sizing 
sb J. Habjan Dec84 
Modern Boiler Plant, wi” Tao 
Nov84 
Phe rhng via‘! Miciovomputer. Main- 
frame, by V. E. Wri Jul84 
Diameters. Quick esata of Tube 
Bundle, by V.Ganapathy .... Oct! 
Diaphragm Analysis. Failed Utility 
Feedwater Pump, by E. R 
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Diffuser Reduces Operating Costs. rey 


and Hebe Medium Pres- 
Dec84 


sure, canis 
Ducts. 

sity of Air in, by W. Sisson .. . . Dec84 
Duct Used in VAV System. ie 


Jan84 
meoceninad 7 4K Hot Water S 
tems. Energy, J.Coad ....Jul84 
Economics of Se Management. 
The, by R. T. 
fan, VAV. by Gt Augs4 
n. VA ad 
Education in Controls wees" by 
R. W. Haines ~~ 
Efficiency of Boilers and Heaters. No- 
mograph Estimates, by V. <enapetay 


Elbows. Guide for Selecting Vaned 
dius, by J. Habjan Dec84 
Electric Heater Principles, by J. F. 
Brasc Mar84 
Electric Utilities Expect Increased Mar- 
ket Penetration, by W. satay ~ a+ 


Electronic Air Cleaners Solve Venti 
Problems Oct84 

Electronic Air Cleaners Used in Plant 
Ventilation pr84 

Electronic Manufacturing. Tempera- 
ture and Humidity Control for, by 
R. W. Haines Nov 


EMS Controls Wasted E patyy 
EMS Cuts University’s Fue! il! Nov84 
EMS Helps Cut State Energy — 


May 
EMS Saves Manufacturer $50, 000. 
Buildin Sep84 
EMS to Small Peew- “High Tech” 
Brings, by R. J. Stubbs Apr84 


EMS Used in New Trading Facility 
Oct84 


Energy Conservation Capital Spending 
Plans. Computer Spreadsheet Anal- 
ysis Optimizes, by M. E. Shanok 


Energy Conservation with Automatic 
Flow Control Valves, by D. im + 


Energy Consumption Compared to En- 
phe ee Actual Building, by C. H. 


Energy "Consumption. Estimating, by 
Haines A 
Energy Controller Cuts Costs for School 
District Nov84 
Energy Costs. Heat Recovery System 
Controls Jul84 





Energy. Driveline Retrofit Saves Bank 
Mar84 


Energy Economics of Domestic Hot 

Water crepes. by J.Coad . .Jul&4 
Energy. EMS Controls Wasted . . 

ment. Motivation: A 

to, by T. J. Eibes and A. 


Ene Recovery Will Recover aa 

a 1984. Air-to-Air, by J. A. Pash 

Jan84 

Retrofit: Commercial. Studies 

S. F. Czajkowski Mar84 

Retrofit: Industrial. Studies in, 

. R. Phelan and C. L. Patterson 

Mar84 

y es Institutional. Studies 

sai L. Grumman and J. oe 
nski 


Mar84 

Ens ineered Plumbing for Railroad Car 
ashing, by H.S. March . May84 
Environmental Chamber Design: igh 
Altitude Simulation, by G. V. geen 


Estimating Energy renueeean > pr 


Evaporative Cooling. Two-Stage, 4 
Dombroski and W. I. Nelson Moved 

Daperses. Industrial Refrigeration:, 
byR 


Failed Utility Feedwater : Pome Di- 
aphragm Analysis, by E pxers| 


Fan Energy—P vs. PI Control, 7 R w. 
Haines ug84 
Fan. The Noninterruptible Scrubber” by 
. Rice Oct84 


Fan. VAV Economizer C ycle: — t Use 
a Return, by G. Avery —_ 
Fiber Duct Used in VAV System. G 


Aug 
Fiber Optic Data Transmission for 
High Lightning Areas, by J. A. Enright 


Filter. Reverse Osmosis System Used as 
Final Oct84 

Fire and Security System Performance. 
Computerized, by A. Saigal .. Nov84 

Fire and Smoke Control in Multiuse 
Facilities, by B. S. Setty 


84 
Fire Protected. Library of Congress 


Fire Protection Analysis. Hydraulic 
Graphing on a Microcomputer for, by 
V. E. Wright Apr84 

Fire Protection. Reviewing Computer- 
Nee Hydraulic Calculations for, by W 


Apr84 
Fire Protection. Technical Efficiency 
Thwarts Dollar Gains in, by C. B. 
Miner Jan84 
Flange Slip Comertnes for Storage 
Tank Piping. Design of Lap Joint, by 

B.G. Ha jand E .P.Russo Oct84 
Flooding. iler (Open for Discussion), 
by J. P. Gratiot Feb84 
Flow and Density at Different Tempera- 
tures. Nomograph Estimates Fuel Oil, 
by V. Ganapath Jan84 
Flow Control Valves. Energy Conser- 

vation with Automatic, by D. i 


4DCAD, by V. E. Wright 

“Free” Cooling. Computer Facility, 
G. E. Starr May84 

Freeze Prevention of Steam Heatin: 
Coils: 1, by W. J. Coad Fe 

Freeze Protection of Steam Heatin 
Coils: Il, by W. J. Coad M 

Freezeup. Avoiding Coil, by T. A. De- 
lany, T. M. Maiocco, and A. ry 1 


Fuel Bill. Wood Pellets Used To Reduce 


. Dual 
Ful Oi Flow and Density at Different 
Tmaeetres- Nomograph Esti- 
mates, by V. Ganapath Jan84 
Fume Hood Control. Laboratory, by 
J. H. Farho, W. M. Goryl, and S. A. 
Anderson 


Feb84 
Fume Hood Performance. Effect of 7 
Position on Laboratory, by G. 
Knutson 
Gains. System, 
Gas Industry Will Mcet HVAC Needs at 
Resonable Prices, nh G. H. ae 


Aug84 
GTA beg Power Plant Piping. 
Manual, by E. R. Holby Oct84 


Hi 
Health of the Industry. The, by B. ie 


Used i 
Heater Principles. Electric Duct, b bi 
Brasch 
Heaters. be age eae Ei 
ciency of Bo and, by V. Gan- 
apath ‘Augs4 
Heat Exchangers for HVAC Appli- 
cations. Plate, by V. Mazza . . .Aug84 
Heating Coils: I. Freeze Prevention of 
Steam, by W. J. Coad Feb84 
Heating ng 9 Il. Freeze Protection of 
Steam, by W. J. Coad Mar84 
Heating osts. Boiler Systems Lower 
Hospital Jul84 
=~ wae Warm Elderly Housing. 
Radia’ Jan84 
Heating | Probiern, Boiler System a 
School Dec84 


Source Jan 

Heat p ee Sprinkler System Uses 
Waiter Source Oct84 

Heat Recovery. Boiler Blowdown, by V 
Traudt Aug 


ay84 

Heat oat Resor S — Conarat oft oil 
, by W. ug84 

Heat very Wiser Heating, by byt 1. 


Heat eet mandy Winter Night Operation 
x Wet, by J. Jourdan Oct84 
High Tech” Brings EMS to Small 
Buildings, by R.J. Stubbs ....Apr84 
Hood Control. Laboratory Fume, by 
J. H. Farho, W. M. Goryl, and S. A. 
Anderson Feb84 
Hood Performance. Effect of Slot Posi- 
tion on Laboratory Fume, by G. W. 
Knutson Feb84 
Hospital Heating Costs. Boiler Systems 
Lower Jul84 
Hospitals, Plant Install Air Doors 
Nov84 

Hot Air? Tight Building Syndrome: Is 
It, by D. Int-Hout, III Jan84 
— Water. Nomograph Estimates Cost 
by V. nee, Apr84 

Hot later Systems. Energy Economics 
of Domestic, by W. J. Coad ... .Jul84 
Humidit Control. Computer Room, 


byD 
Humidity Control for Electronic —_- 


facturing. Temperature and, by! R. W. 
Haines 


Nov84 153 


— Sensors, Three-Duct wey 
p Senees Protocol, by R. 
Deckd 


wa Arti A 
HVAC Engineer. CAD Applications for 
the, by L. J. Engelken Jul84 
HVAC Needs at 
ey Will Meet, by G. dite: 


HVAC Systems for Pharmaceutical 
Room Facilities, by I. R. 1 


N 
HVAC Systems. Operating, by R. W. 
Haines Jul84 
Hydraulic Calculations for Fire Protec- 
oe Reviewing Computerized, by W. 
Ng Apr84 
Hydraulic Gra “soy on a Micro- 
computer for tection Anal- 
i V.E. Wright - 
H nics Industry Will Out 
onresidential Building, by R. J. «rs 
brecque Jan84 
Hydronic S stems. Retrofit-Balancin, 
of, by D. Hibbard Mar 
Industrial Refrigeration: Compressors, 
by R. H. Stamm Jul84 
Industrial Refrigeration: Condensers, 
by R. H. Stamm Nov84 
Industrial Refrigeration: Evaporators, 
by R.H. Stamm Sep84 
Industrial Refrigeration Systems. Trou- 
bleshooting, by R.H.Stamm Mar84 
Industrial Refrigeration: System T Ley} 
by R. H. Stamm 
Industrial. Studies in Ene Retrofit: 
by T. R. Phelan and C. ’ Patterson 


Industrial Ventilation Needs Pin- 
pointed by Heat Relief Study, fas A. 
Govan and T. R. Phelan b84 

Industry. The Health of the, by B. Korte 

Jan84 

we Studies in Energy Retro- 

fit:, by D. L. Grumman and J. Wil- 
czynski 

leoviated. Pipes, Water es 
Equipment 

Insulation Business. Knowing Where 
To Look for, by R. Goutte .... Jan84 

Insulation. Pipe (Open for Discussion), 
by R. R. Gamboa Feb8 

Insulation Products Used in Pr 
Stadium Dec84 

Insulation To Avoid Surface Conden- 
sation. Pocket Computer Sizes, by V. 
Ganapath Augs4 

Insulation Used in Nuclear Power me 

Jan 


+ : 
Integration of Cooling Storage ‘with 
ncaa Plant Operation, by C. R. —— 
Ma 
Inverters. A Primer on Adjustable ' Pan. 
quency, by M. R. Branda Aug84 


KLM 


KVAR and Power Factor with a Pro- 
mmable Calculator. Calculate, by 

. J. Seufert Se 
Laboratory Fume Hood Control, by 
J. H. Farho, W. M. Goryl, and S. A. 
Anderson Feb84 
Laboratory Fume Hood enone. 

Effect of Slot Position on, by G. W. 
Knutson Feb84 
Lap Joint Flange Slip Connections for 
Sto Tank Piping. Design of, by 
aydelandE.P.Russo Oct84 
Lead and Nonlead Solders in Piping. 


85 


93 


69 
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Effect on Water Quality from, by P. 
Lassovszky . 


Lames Effort. Clean Mechanical — 
Jan 
Libary of Congress Complex Fire Pro- 
tected 


Life-Cycle Cost ‘ nalysis Versus Pay- 
back for Evaluating Project Alterna- 
tives, by G. M. Montag Sep84 

Lightning Areas. Fiber pees Data 

ae for High, by J. ae En- 


ps4 

uae Heai Recovery Systems. Control 

of Coil, by W. Wright Aug84 

Mainframe Design Via Micro- 
computer, by V. E. = 

Makeup Air Systems Used in re 


Mansion Updates Heating Sie. 
19th Century Fe 
Monathenaer $50,000. Building EMS 
Saves Sep84 


Massing and Orientation Siudies. 
Building, byC.H. Jordan .... Oct84 
Mass, Volumetric Air Flow Rates. No- 
mograph Relates, by V. a Sepa 


Medium Pressure Duct Sizing an De- 
sign, by J. Habjan Dec84 
Microcomputer for Fire Protection 
Analysis. Hydraulic Graphing ona, by 
V. E. Wright Apr84 

Microcomputer. Mainframe Design 
Via, by V. E. Wright 
Mixed Air Stream Conditions. No- 
mographs Determine, by A. a 
Modern Boiler Plant Design, by = Tao 
and H.C. Laird ov84 
Monitoring and Control Without Com. 
R by R. W. Haines Oct84 
ree A Soft wy to Energy 
ment, by T. J. Eibes and A. 
Jedlick Sep84 
Motors is oo ~ oe 1984 Outlook 
for, by S. A. Brown Jan84 
Multiuse Facilities. Fire and Smoke 
Control in, by B.S. Setty 
Multizone, Standard Protocol. Humid- 
ity Sensors, Three-Duct, by R. W 


— Operation of — Heat Systems. 
ter, by J. Jourda’ Oct84 
“No-Hands” System in Airport 
Restrooms Nov84 
Nomograph Determines especie of Air 
in Ducts, by W. Sisson Dec84 
Nomograph Determines Steam Veloc- 
ity in Piping, by V. Ganapathy May84 
Nomograph Estimates Cost of Hot Wa- 
ter, by V. Ganapathy Apr84 
Nomograph Estimates Efficiency of 
Boilers and Heaters, by V. Canary 


a Estimates Fuel Oil How 

and Density at Different Tempera- 
tures, by V. Ganapathy Jan84 

Nom ph Relates tte Volumetric 
Air Flow Rates, by V. 


Jomographs Determines Mixed Kir 
Stream Conditions, by A. ee 


Nonresidential Air FRE He on 
Challenges in 84 for, by D. 
Mc wan Jan&4 
Nuclear Power in the ey —_, The 
Decline and Fall of, by E 


peratures. eenad Estimates 
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. Ganapath 
oi Soa Energy System H Heats Loco- 


Overhead Supply. Computer Room 
Cooling: Remote Equipment with, by 
G. R. Watson May84 

Owner’s Point of View. Buildi 
mation eae An, me J.M. 


Auto- 
ischer 
Jan 


Systems. 1984: More Grosth 

for Applied, by B. W. Bonniver, Jr. 

Jan84 

Payback Claims. CAD-o-nomics: A 

nservative Look at CAD, by E. 
Matson Jan 

for Evaluating Project Alterna- 

tives. Life-Cycle Cost Analysis Versus, 

by G. M. Mon Sep84 

Pharmaceutical n Room Facilities. 

HVAC Systems for, by I. R. Meszaros 

Nov84 

Pipe Insulation (Open for Discussion), 

by R. R. Gamboa Feb84 

PRR Moves Brine at Soda Ash Plant. 

E Mar84 


Pipe Used in Heated Walkways. eck 
Pipi Cal la ie seam for Si 
iping. Calculator ior Sizing 
team, by G. Kirckof Nov84 
Piping. Design of ae Joint Flange Siip 
ee for Storage Tank, by 
B.G. HaydelandE. P.Russo Oct84 
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